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PREFACE 


The  object  of  this  little  book  is  to  furnish  a  short 
guide  to  those  who  have  not  the  leisure  to  study 
such  valuable  works  as  Dr.  Hewitt's  An cesthetics  and 
their  Administration  and  Mr.  Gill's  CHC%  ProUem. 

I  have  endeavoui-ed  to  treat  the  administration 
of  anaesthetics  from  a  practical  point  of  view  alone, 
and  to  enumerate  the  rules  which,  from  my  ex- 
perience of  teaching,  I  have  found  to  be  most  valu- 
able for  the  guidance  of  the  student. 

The  Theory  and  Physiology  of  Ansesthesia  have 
only  been  mentioned  briefly  when  they  have  a 
direct  bearing  on  important  details  of  practice. 

I  am  very  much  indebted  to  Mr.  Richard  Gill 
for  his  practical  teaching  in  the  past,  and  also  to 
Dr.  F.  W.  Hewitt  for  the  free  use  I  have  made  of 
his  recent  writings. 

I  have  not  thought  it  necessary  in  so  small  a 
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volume  to  give  a  list  of  references  to  all  my 
authorities. 

I  have  to  thank  Messrs.  Barth  &  Co.,  Arnold  & 
Sons,  Duncan  Elockhart  &  Co.,  and  Down  Bros.,  for 
the  loan  of  blocks,  and  E.  Bridle  for  taking  photo- 
graphs. 

Lastly  my  best  thanks  are  due  to  my  friend  and 
colleague,  Mr.  R.  B.  Etherington-Smith,  for  much 
valuable  advice  and  assistance  in  the  preparation 
of  these  pages  for  the  press. 

H.  EDMUND  G.  BOYLE. 

April,  1907. 
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CHAPTER  I 


GENERAL  CONSIDERATIONS 

BEroRE  describing  the  various  methods  by  which 
general  anaesthesia  may  be  induced,  it  is  advisable 
to  define  the  term  "  anaesthesia,"  and  to  consider 
some  of  the  general  duties  of  the  administrator. 

Anaesthesia. 

The  condition  of  general  anaesthesia  is  one  in 
which  there  is  : — 

1.  Insensibility  to  pain. 

2.  Unconsciousness. 

3.  Diminished  reflex  action. 

4.  Absence    of   movements    of   the  voluntary 

muscles. 

Duties  of  the  Anaesthetist. 

The  first  and  most  important  duty  of  the  ad- 
ministrator of  the  anaesthetic  is  absolute  attention 
to  his  case.    He  must  not  allow  himself  to  be 
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distracted  by  events  occurring  outside  his  own 
sphere  of  action  ;  if  he  does  so,  he  will  find  that  it 
is  impossible  to  observe  the  many  phenomena  of 
anaesthesia,  and  that  the  time  for  action,  signalled 
as  it  were  by  these  phenomena,  may  have  passed 
before  he  has  discovered  that  something  must  be 
done.  It  is  not  meant  by  this  that  the  anaesthetist 
should  be  ignorant  of  what  is  being  done  by  the 
surgeon — his  knowledge  of  the  progress  of  the 
operation  will  often  modify  his  method  of  adminis- 
tration :  but  he  must  be  carefully  on  his  guard 
against  becoming  absorbed  in  watching  the  opera- 
tion, and  so  forgetting  his  patient.  I  know  of 
no  better  advice  to  a  man  beginning  the  study  of 
anesthetics  than  this  :— Keep  your  whole  atten- 
tion on  what  you  are  doing,  and  do  not  allow  out- 
side influences  to  interfere  with  your  own  work. 

The  anaesthetist  must  remember  that  he  holds 
the  life  of  every  one  of  his  patients  in  his  hand. 
Consequently,  if  at  some  critical  moment  he  be 
found  flurried  and  at  a  loss  what  to  do,  the  result 
may  be  disastrous.  In  this  branch  of  the  profession, 
perhaps  more  than  in  any  other,  promptness  and 
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rapidity  of  action.-  a  cool  head  and  a  steady  hand 
are  most  essential. 

Examination  of  Patients. 

A  drawback  under  which  the  anaesthetist  labours 
is  that  as  a  rule  he  is  caUed  upon  to  administer 
an  anaesthetic  to  a  patient  of  whom  he  has 
no  previous    knowledge.     The  patient's  general 
habits  of  life,  whether  or  no    he  is    a  heavy 
drinker  or  smoker,  has  suffered  from  any  pul- 
monary, cardiac  or  renal  disease,   diabetes  and 
the    like,    all    these    are   points   which  should 
be    known   before   the    anaesthetic    is  adminis- 
tered.   The  surgeon  who  has  charge  of  the  case 
wiU  usually  be  in  a  position  to  supply  this  neces- 
sary information,  but,  if  not,  the  more  important 
details   can   be    ascertained    by  a    few  leading 
questions,  and  the  heart  and  lungs  can  be  examined. 
The  latter  precaution  should  not  be  neglected, 
for  apart  from  the  fact  that  it  enables  the  anses- 
thetist  to  reassure  the  patient  as  to  his  fitness 
to  take  an  anaesthetic,  it  also  provides  against 
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having  to  confess  ignorance  of  the  condition  of 
the  chest  should  an  accident  occur. 

Before  beginning  the  administration  of  any 
anaesthetic  it  is  advisable  to  ascertain  how  the 
patient  breathes  :  he  may  have  nasal  or  laryngeal 
obstruction,  and  it  is  a  good  plan,  therefore,  to 
make  him  take  one  or  two  deep  breaths  and  to 
observe  any  such  abnormality.  It  is,  of  course, 
obvious  that  should  there  be  nasal  obstruction, 
the  mouth  must  be  kept  open  during  the  operation  ; 
should  there  be  laryngeal  obstruction,  tracheotomy 
instruments  must  be  close  at  hand. 

Inquiries  should  next  be  made  as  to  artificial 
teeth,  and  if  present  they  must  be  removed  :  they 
are  a  source  of  grave  danger,  the  most  dangerous 
kind  being  the  small  plate  with  one  or  two  teeth 
which  can  easily  fall  back  and  obstruct  the  larynx. 

Closely  fitting  teeth  frequently  cause  trouble  to 
the  anaesthetist,  if  he  has  not  taken  the  precau- 
tion of  inserting  a  dental  prop  or  the  corner  of  a 
towel  before  starting  the  administration.  Trouble 
may  also  arise  with  edentulous  people  from  the  lips 
falling  in,  but  this  is  easily^overcome  by  placing 
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the  end  of  a  fine  towel  in  the  mouth.  This  serves 
two  purposes  : — 

1.  It  keeps  the  lips  apart  and  allows  air  to  enter 

freely. 

2.  It  soaks  up  saliva  and  mucus. 

Fear  of  the  Aneestlietic. 

Fear  of  an  anaesthetic  is  a  very  real  factor, 
and  probably  accounts  for  more  deaths  than  is 
commonly  supposed.  There  are  many  patients 
to  whom  the  taking  of  an  an£esthetic  is  a  much 
dreaded  ordeal ;  they  not  only  have  a  deeply  rooted 
fear  of  it,  but  also  are  firmly  convinced  that  they 
will  die  under  it.  It  is  with  such  patients  that  some 
of  the  fatalities  of  anaesthesia  occur.  It  must  be 
remembered  that  many  people  have  sufficient  self- 
control  to  enable  them  to  outwardly  conceal  their 
fear.  Therefore  nothing  must  be  done  which 
might  startle  a  patient,  and  if  he  is  obviously 
frightened  every  effort  should  be  made  to  reassure 
him.  In  every  case,  whether  or  no  the  patient 
be  nervous,  there  should  be  absolute  quiet  in  the 
room   during   the    induction    period.  Talking, 


6 


PRACTICAL  ANESTHETICS 


moving  about,  oxDening  and  shutting  of  doors, 
preparation  of  instruments  and  lotions — all  these 
shoiild  be  forbidden  until  the  patient  is  unconscious. 
It  is  sometimes  wise  to  allow  a  nervous  patient  to 
hold  the  hand  of  a  nurse  or  friend  until  anaesthesia 
is  complete  ;  this  may  help  to  reassure  him.  But, 
with  this  possible  exception  it  is  most  important 
that  the  patient  should  not  be  touched  or  ad- 
dressed by  any  one  but  the  administrator.  It  is 
only  too  common  to  find  the  doctor  or  nurse  feel- 
ing the  pulse,  talking  to  the  patient,  raising  and 
dropping  the  arm,  and  so  on  ;  such  interference 
should  not  be  permitted.  The  reason  for  taking 
these  precautions  is  that  before  consciousness  is  lost 
sounds  and  actions  are  perceived  by  the  patient 
in  a  much  magnified  form — they  tend  to  alarm  him, 
and  to  interfere  not  only  with  a  tranquil  induction 
period,  but  also  with  the  subsequent  maintenance 
of  good  anaesthesia. 

Preparation  of  the  Patient. 

Whenever  an  anaesthetic  is  to  be  given  it  is 
desirable  that  the  patient  shoiild  be  properly  pre- 
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pared  beforehand.  It  may  not  always  be  possible 
to  carry  this  out,  but  as  careful  an  attention  as 
occasion  permits  should  be  paid  to  the  preparation. 

For  an  ordinary  operation,  such  as  a  radical  cure 
of  hernia  or  excision  of  glands  in  the  neck,  the  best 
course  is  to  give  a  purgative  (01.  Ricini  §ss.)  twenty- 
four  hours  before  the  time  fixed  for  the  operation, 
and  if  necessary  a  second  dose  twelve  hours  later. 
A  soap  and  water  enema  may  also  be  given  with 
advantage  a  few  hours  beforehand.  If  the  opera- 
tion is  to  take  place  at  9  a.m.,  which  is  the  best 
time  for  the  purpose,  no  solid  food  must  be  given 
after  the  evening  meal,  and  that  should  be  a  light 
one.  A  small  cup  of  beef -tea  at  6  a.m.  is  all  that 
should  be  allowed,  and  this  can  usually  be  dis- 
pensed with.  For  operations  later  in  the  day — 
e.g.  1.30  p.m. — the  patient  may  take  a  light  break- 
fast at  7  a.m.,  and  nothing  more,  except  perhaps 
a  cup  of  beef-tea  at  10  a.m.  Patients  prepared  in 
this  way  are  found  to  take  the  anaesthetic  better, 
more  safely,  and  with  less  unpleasant  after  effects 
than  those  who  have  not  been  so  treated. 

For  some  operations,  such  as  those  on  the  rectum. 
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a  more  thorough  preparation  is  necessary  ;  but  this 
matter  is  in  the  surgeon's  province,  and  need  not 
be  detailed  here. 

In  every  case  care  must  be  taken  to  keep  the 
patient  warm  during  the  operation.  For  this 
purpose  long  woollen  stockings  and  other  warm 
clothing  should  always  be  employed  in  so  far  as 
the  site  of  the  operation  permits.  The  table  should 
be  well  warmed,  and  where  there  is  no  water-jacket 
for  this  purpose,  hot  water  bottles  can  be  utilized. 

The  temperature  of  the  operating  theatre  must 
be  kept  up  to  70°  F.,  and  in  many  cases  considerably 
over  this  point :  it  is  important  that  adequate 
ventilation  be  ensured  as  well  as  warmth  of  the 
atmosphere. 

Apparatus. 

In  addition  to  the  actual  apparatus  required  for 
the  administration  of  the  anaesthetic,  the  anaes- 
thetist should  always  have  at  hand  : — 

1.  Two  mouth-props  (Fig.  1). 

2.  A  Mason's  gag — that  pattern  in  which  the 

blades  fall  one  behind  the  other  when  closed 
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is  the  best,  being  the  easiest  to  place  in 
position  (Fig.  2). 
3.  Tongue  forceps  (Fig,  3). 


Fig.  4. — Tracheotomy  Case. 


4.  A  wooden  wedge. 

5.  Hypodermic  syringe,  and  a  bottle  of  Liq. 

Strych.  Hydrochlor. 
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C.  Tracheotomy  case  (Fig.  4). 
7.  Two  sponge  holders,  and  some  small  marine 
sponges. 


This  figure  depicts  a  new  gag  made  by  Messrs.  Down  Bros, 
to  the  directions  of  Mr.  G.  H.  Colt,  senior  resident  anaesthetist 
at  St.  Bartholomew's  Hospital.  The  chief  points  claimed  for 
this  gag  by  Mr.  Colt  are  as  follows  : — 

1.  It  has  been  constructed  on  scientific  lines,  in  that  the 

various  measurements  have  been  carefully  worked  out 
from  observations  taken  on  500  patients. 

2.  The  weight  of  the  gag  is  only  4^  ounces,  whilst  the  strength 

and  rigidity  have  not  been  diminished. 

3.  The  length  is  6.^  inches,  tliis  being  the  maximum  that  per- 

mits the  gag  to  be  used  for  a  child  without  the  handles 
touching  the  pillow. 

4.  The  tooth  plates  are  of  the  overlapping  variety,  and  are 

specially  designed  to  prevent  them  from  slipping  when 
in  position;   moreover  they  are  sulficiently  short  to  be 
out  of  the  surgeon's  way  in  cases  of  tonsillotomy, 
n.  Tlie  ansEsthctic  tube  can  be  easily  placed  in  any  desired 
position,  and  is  made  of  malleable  metal. 


Fig.  5.— Mr.  G.  H.  Colt's  Gag. 
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Position. 

The  position  of  the  patient  will  be  regulated  in 
the  main  by  the  surgeon  :  the  anaesthetist  must 
learn  to  accommodate  himself  to  the  one  chosen. 
The  sitting  position  for  dental,  some  intra-oral  and 
nasal  operations,  the  lateral,  semiprone,  prone, 
lithotomy  and  Trendelenburg  positions — all  these 
wiU  receive  special  mention  in  subsequent  chapters. 
In  the  majority  of  cases,  the  sitting  position  ex- 
cepted, ansesthesia  is  induced  with  the  patient  in 
the  dorsal  decubitus,  the  required  change  being 
made  subsequently.  The  patient  should  be 
allowed  to  lie  as  comfortably  as  possible  and  not 
forced  into  any  strained  attitude,  but  the  pillow 
beneath  the  head  should  be  a  small  one.  In  the 
case  of  ether  administrations,  it  is  well  to  direct 
the  patient  to  turn  the  head  to  one  side,  preferably 
to  the  right  :  this  makes  the  application  and  hold- 
ing of  the  face-piece  more  easy,  allows  excess  of 
saliva  and  mucus  to  run  out  of  the  mouth,  or  at 
least  to  collect  in  the  cheek,  and  to  some  extent 
prevents  the  falling  back  of  the  jaw  and  tongue. 
Gas,  gas  and  ether,  gas  and  oxygen,  or  ethyl  chloride 
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may  be  given  in  tlie  sitting  position.  Chloroform, 
or  any  mixture  containing  chloroform,  must  never 
be  used  to  induce  or  maintain  anaesthesia  while 
the  patient  is  sitting  ;  such  a  proceeding  is  higUy 
dangerous.  It  may  sometimes  be  necessary  to  raise 
up  a  patient  who  has  been  already  anaesthetised. 
This  is  permissible,  unless  chloroform  has  been 
employed,  but  the  recumbent  position  should  always 
be  resumed  as  speedily  as  possible. 

The  Moving  of  Anaesthetised  Patients. 

The  anaesthetist  may  be  called  upon  to  give  an 
anaesthetic  to  a  patient  lying  in  bed.  He  should 
never  do  so  unless  there  are  good  reasons  against 
placing  the  un-anaesthetised  patient  upon  the 
operating  table. 

None  of  the  difficulties  that  may  arise  in  the  course 
of  the  administration  can  be  so  promptly  or  effi- 
ciently dealt  with  as  when  the  patient  is  on  the 
table.  The  width  of  the  bed,  the  flexibility  of 
the  mattress,  and  the  rails  at  the  head  and  foot, 
are  all  serious  impediments  to  the  anaesthetist 
when  danger  threatens. 
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When  the  induction  has  to  be  undertaken  with 
the  patient  in  bed,  he  should  not  be  removed  to 
the  operating  table  before  the  stage  of  true  ana3s- 
thesia  has  been  reached.  Such  moving  of  patients, 
although  it  is  a  very  general  practice,  is  not  to  be 
recommended,  particularly  when  chloroform  is 
being  employed.  It  carries  with  it  a  risk  of 
syncope.  If  it  has  to  be  undertaken,  it  is  better 
that  the  patient  should  be  completely  ansesthetised, 
and  no  departure  from  the  horizontal  position 
must  be  allowed. 

After  Treatment. 

The  duties  of  the  anaesthetist  do  not  end  with 
the  application  of  the  dressings  at  the  close  of  the 
operation.  In  hospital  practice,  it  is  true,  a  com- 
petent nurse  takes  charge  of  the  patient  when  he  has 
been  removed  from  the  table,  but  the  anaesthetist 
should  be  prepared  to  give  her  any  special  warn- 
ings or  instructions  that  may  be  required.  In 
private  practice,  moreover,  he  should  supervise 
the  carrying  of  the  patient  to  bed.  The~patient 
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should  not  be  transferred  to  the  stretcher  until 
some  signs  of  returning  consciousness  are  mani- 
fested—presence of  the  corneal  reflex,  swallowing 
movements,  etc.  He  should  be  lifted  gently  with 
as  Httle  alteration  as  possible  from  the  horizontal 
position.  The  stretcher  should  be  carried  feet  first 
if  any  steps  or  slope  have  to  be  ascended,  so  that 
the  patient's  head  may  never  be  suddenly  raised. 
This  is  a  most  important  item,  neglect  of  which 
may  lead  to  fatal  syncope.  The  patient  is  carefully 
placed  in  a  bed  previously  well  warmed,  and  con- 
taining suitable  hot  water  bottles.  The  head 
should  not  be  raised,  and  in  cases  of  collapse  should 
be  considerably  lowered  by  placing  blocks  under 
the  foot  of  the  bed. 

In  all  cases  where  the  nature  of  the  operation 
and  the  condition  of  the  patient  admit  of  it,  he 
should  be  placed  on  his  side.  This  causes  a  more 
rapid  recovery  from  the  anaesthetic,  diminishes 
the  tendency  of  the  tongue  and  mandible  to  fall 
back,  renders  the  action  of  vomiting  more  easy 
and  less  violent,  and  almost  abolishes  the  danger 
pi  vomited  matter  entering  the  larynx.    When  for 
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any  reason  the  lateral  position  cannot  be  employed, 
the  patient's  head  should  at  all  events  be  turned 
to  one  side.    During  the  removal  of  the  patient 
to  bed  the  anaesthetist  should  take  charge  of  the 
head,  watch  carefully  the  character  of  the  respira- 
tions and  for  the  onset  of  vomiting,  and  act  ac- 
cordingly.   He  should  not  leave  the  bedside  until 
he  is  satisfied  that,  so  far  as  the  immediate  effects 
of  the  anaesthetic  are  concerned,  his  patient  is  safe. 
The  after-treatment  of  nitrous-oxide  cases  requires 
little  mention  :  as  a  rule  the  patient  recovers  con- 
sciousness almost  immediately,  and  feels  no  ill 
effects.    Hs  should  be  allowed  to  remam  m  the  chair 
for  five  or  ten  minutes,  and  after  resting  quietly 
for  a  quarter  of  an  hour  may  usually  be  allowed 
to  get  up  or  go  home.    In  very  rare  mstances  the 
recovery  from  gas  is  much  prolonged,  and  vomitmg 
may  occur. 

The  Vomiting  that  occurs  after  the  use  of 
other  anaesthetics  varies  considerably  in  different 
cases.  The  varieties  are  due  to  several  factors, 
among  which  the  principal  are  : — 
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1.  The  patient. 

2.  The  anaesthetic  employed. 

3.  The  administration. 

4.  The  preparation. 

Some  patients  will  vomit  violently  and  for  many 
hours  after  ether,  chloroform,  or  A.C.E.  mixture, 
in  spite  of  the  exercise  of  great  care  and  skill  on 
the  part  of  the  ansesthetist  :  others  are  found  to 
have  a  particular  idiosyncrasy  to  one  of  these  drugs 
but  not  to  the  rest :  others  again  never  vomit,  no 
matter  what  the  anaesthetic,  nor  how  long  its  admin- 
istration. The  last-mentioned  individuals  are  for 
the  most  part  alcoholics,  or  strong  young  men  in 
good  condition.  After  an  administration  of  ether 
the  patient  usually  vomits  early — before  he  has 
completely  recovered  consciousness.  The  vomit 
consists  of  bile-stained  fluid  from  the  stomach, 
together  with  saliva  and  mucus  that  have  been 
swallowed.  Vomiting  is  more  likely  to  occur 
after  ether  than  after  chloroform,  but  in  the  former 
case  it  is  not  usually  prolonged.  In  fact  the  early 
vomiting  that  occurs  before  the  patient  has  re- 
covered consciousness  may  be  the  only  manifesta- 
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tion  of  this  sequela.  Prolonged  ether  is  more  likely 
to  cause  vomiting  than  a  short  ansesthetic,  more 
especially  if  the  administration  has  not  been 
skilfully  managed  and  cyanosis  has  been  allowed 
to  occur. 

Chloroform  properly  given  is  not  so  frequent  a 
cause  of  vomiting  as  ether.  The  vomiting,  more- 
over, begins  later,  but  it  may  continue  for  many 
hours.  This  prolonged  vomiting  that  occasionally 
follows  chloroform  aneesthesia  is  most  distressing 
to  the  patient  and  extremely  difficult  to  combat. 
The  administration  of  ethyl  chloride  is  not  mfre- 
quently  foUowed  by  vomitmg,  and  this  fact  alone 
makes  nitrous  oxide  a  more  suitable  ansesthetic 
for  dental  and  similar  work. 

The  manner  in  which  the  patient  has  been  pre- 
viously prepared  is  a  most  important  factor. 
Should  food  have  been  taken  a  few  hours  before 
the  operation,  and  the  rules  for  preparatory 
treatment  neglected,  copious  vomiting  is  almost 
certain  to  follow.  The  different  anaesthetics  may 
be  classified  according  to  the  relative  frequency 
with  which  they  are  followed  by  vomitmg. 
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The  order  is  as  follows  : — 

1.  Nitrous  oxide  (very  rarely  causing  vomiting). 

2.  Ethyl  chloride. 

3.  Chloroform  and  mixtures  containing  chloro- 

form. 

4.  Ether. 

The  prevention  of  vomiting  is  aimed  at  by  attend- 
ing to  the  proper  preparation  of  the  patient  and  by 
careful  administration.    The  turning  of  the  patient's 
head  to  one  side,  by  allowing  the  mucus  and  saliva 
to  run  out,  lessens  the  tendency  to  vomit  which  is 
induced  by  the  swallowing  of  these  secretions. 
Furthermore,  a  prolonged  or  badly  given  ether 
administration  will  cause  much  salivation,  etc., 
and   so   increase   the   subsequent   vomiting.  In 
such  a  case  as  the  last,  however,  the  vomiting  is 
of  much  benefit  to  the  patient  by  clearing  away 
the  mucus  from  the  au-  passages  and  the  fluids  from 
the  stomach.    The  treatment  of  this  sequela  is 
usually  confined  to  withholding  food  for  about 
three  hours,  and  giving  small  pieces  of  ice  to  suck 
or  drachms  of  hot  water   to  drink.     The  early 
vomiting  that  occurs,  especially  after  ether,  is 
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advantageous  rather  than  otherwise  and  causes 
no  distress,  as  it  conies  on  before  the  patient  has 
recovered    consciousness.      It   is   the  persistent 
vomiting  that  requires  treatment  and  is  so  difficult 
to  check.    Teaspoonfuls  of  very  hot  water  will  be 
found,  as  a  rule,  of  more  service  than  ice  to  suck. 
If  a  drink  of  several  ounces  of  water  is  given,  it  will 
cause  vomiting  ;  the  fluid  should  therefore  be  con- 
fined to  sips  under  ordinary  circumstances.  If, 
however,  vomiting  continues  unabated  and  becomes 
distressing,  it  is  often  a  good  plan  to  allow  the 
patient  to  drink  six  or  ten  ounces  of  water.    This  wiU 
be  returned  in  a  few  mmutes,  but  may  check  the 
continuance  of  the  vomiting,  for  it  acts  by  washing 
out  the  stomach  to  some  extent.    It  may  occasion- 
aUy  be  advisable  to  wash  out  the  stomach  thor- 
oughly by  passing  an  oesophageal  tube,  but  it  is 
better  practice  to  make  trial  of  the  simpler,  less 
disturbing  and  unpleasant  method  before  proceed- 
ing to  this  remedy.    Instead  of  giving  plain  water 
sodium  bicarbonate  (grs.  xv.  to  the  ounce)  may  be 
dissolved   in   it   with   advantage.     Many  other 
remedies  have  been  and  are  emialoyed,  but  cases 
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should  be  treated,  broadly  speaking,  on  the  same 
lines  that  are  followed  for  vomiting  from  other 
causes. 

The  administrator  will  find  that  as  his  skill  and 
experience  increase  with  practice,  so  will  his  cases 
of  vomiting  after  the  anaesthetic  diminish.  He 
should  make  it  a  rule  to  find  out  as  far  as  pos- 
sible what  the  sequelae  of  every  anaesthetic  have 
been  :  he  will  thus  add  a  considerable  store  to  his 
knowledge,  and  to  his  judgment  in  selecting  the 
anaesthetic  best  suited  for  the  case  and  for  the 
occasion. 

Shock  and  Collapse. 

It  is  not  proposed  to  discuss  here  at  length  the 
causes  or  varieties  of  shock  which  may  occur  during 
anaesthesia  as  the  result  of  the  operation. 

It  is  well,  however,  to  distinguish  between  two 
conditions,  either  of  which  may  arise  during  or 
after  the  administration. 

I  shall  apply  the  terms  "  shock  "  and  "  collapse  " 
in  referring  to  these  different  states. 

Shock  of  some  degree  follows  most  injuries  and 


22  PRACTICAL  ANESTHETICS 

surgical  procedures.    It  is  not  usually  obvious,  but 
is  recorded  on  the  temperature  chart.    The  slight 
faU  of  temperature  for  the  few  hours  foUowing  the 
operation   and   the   subsequent   reactionary  rise 
above  the  normal,  may  be  observed  in  nearly  every 
uncomplicated  case,  even  though  there  have  been 
no  other  symptoms.    The  shock  is  to  be  regarded 
as  reflex  in  origin,  dependent  upon,  and  directly 
proportional  to,  the  injury  sustained  by  the  ner- 
vous system.    The  shock  which  accompanies  cuta- 
neous burns  in  children  is  of  the  same  nature,  and 
its  degree  is  proportional  to  the  area  of  cutaneous 
nerve  distribution  involved.     We  should  expect 
that  the  use  of  aneesthetics  would  diminish  the 
extent  of  operative  shock  :   this  is  probably  the 
case.    Nevertheless,  it  would  seem  that  when  m 
a  semi-an^sthetised  condition  the  patient  is  even 
more  susceptible  to  shock  than  when  not  an^sthet- 
ised  at  all.     It  is  not  remarkable  that  the  reflex 
mechanism  of  shock  should  be  more  in  evidence 
under  these  ckcumstances,  but  the  fact  has  a  most 
important  bearing  on  the  administration.    It  is  a 
dangerous  practice  to  permit  the  surgeon  to  make 
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his  first  incision  before  true  surgical  anaesthesia 
has  been  induced  ;  moreover,  for  certain  operations 
such  as  cholecystectomy,  nephrectomy,  pylorectomy 
and  the  like,  in  which  the  great  sympathetic 
plexuses  are  liable  to  be  disturbed,  a  deep  degree 
of  anaesthesia  is  safer  for  the  patient  than  a  light 
one.  If  the  patient  is  insufficiently  under  the  in- 
fluence of  the  anaesthetic,  the  shock  consequent 
upon  the  first  incision  or  subsequent  manipulations 
may  reflexly  produce  inhibition  of  the  cardiac  or 
respiratory  mechanisms,  or  of  both  together.  For 
certain  operations  a  very  light  anaesthesia  is 
required — operations  on  the  thyroid  gland  come  into 
this  category.  Even  in  these  it  is  wise  to  induce 
anaesthesia  in  the  ordinary  manner,  and  to  allow 
some  relaxation  of  its  depth  as  soon  as  the  operation 
has  begun.  The  risk  of  fatal  shock  at  the  first 
incision  is  thus  obviated.  At  other  times  the 
patient's  general  condition,  dyspnoea,  or  other 
embarrassment,  forbids  the  induction  of  true  sur- 
gical anaesthesia  ;  in  such  cases  the  risks  of  shock 
are  far  less  grave  than  those  of  anaesthesia  and  are 
outweighed.    It  has  already  been  pointed  out  that 
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an  inconspicuous  degree  of  shock  is  attendant  on 
all  surgical  procedures  and   requires   no  special 
attention.    Severe  surgical  shock,  on  the  other 
hand,  may  produce  a  state  of  collapse.    The  shock 
may  affect  primarily  either  the  respnatory  or  the 
circulatory  system — more  frequently  the  former  : 
in  severe  cases  both  wiU  be  eventually  implicated. 
The  reflex  mechanism  alluded  to  above  produces 
laryngeal  spasm,  which,  if  unreHeved,  must  ter- 
minate in  failure  of  the  respiratory  centre,  and 
secondarily  of  the  ckculatory  mechanism  also.  The 
commencement  of  the  operation  before  anaesthesia 
is   complete  may  affect  the  circulation  as  well 
as   the  respiration.    Though  fortunately  not  so 
common,  the  result  is  more  serious,  namely  cardiac 
arrest  from  reflex    inhibition.     The  circulatory 
changes  that  may  occur  as  the  result  of  the  adminis- 
tration of  an  ansesthetic  are,  with  this  exception, 
confined  to  the  stage  of  deep   anaesthesia.  Fur- 
thermore, they  are  seldom,  if  ever,  encountered 
except  when  chloroform  is  used. 

Chloroform  causes  a  faU  in  blood-pressure  owmg 
to  its  toxic  effect  upon  and  the  consequent  dila- 
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tation  of,  the  vascular  musculature.  Physiological 
experiments  have  shown  that  circulatory  dis- 
turbance can  be  produced  by  nerve  stimulation. 
The  first  effect  of  stimulation  of  sensory  nerves  is 
usually  one  of  vaso-constriction  and  rise  of  blood- 
pressure,  but  it  is  found  that  after  a  time  the 
reverse  effect  is  produced,  the  pressor  fibres  being 
more  readily  exhausted  than  the  depressor.  More- 
over, the  depressor  fibres  can  be  excited  from  the 
first  by  the  use  of  mechanical  and  special  stimuli. 

Now  in  deep  cliloroform  anaesthesia  with  its 
already  low  blood-pressure,  a  depressor  effect  will 
produce  a  far  more  marked  result  upon  the  general 
circulation  than  if  the  blood-pressure  had  been 
normal  to  begin  with. 

This  is  still  further  intensified  by  the  toxic  pro- 
perties of  cliloroform,  which  hinder  the  heart  from 
accommodating  itself  to  sudden  alterations  in  blood- 
pressure.  A  fall  in  blood-pressure  may  be  pro- 
duced either  by  paralysis  of  the  vaso-constrictor 
centre  from  the  direct  action  of  chloroform  upon 
it,  or  as  a  reflex  depressor  effect,  due  to  surgical 
stimuli. 


26  PRACTICAL  AN.^:STHETICS 


It  follows  from  these  facts  that  shock  may  be 
manifested  during  deep  chloroform  anaesthesia 
through  circulatory  disturbance — herein  lies  the 
main  danger  of  chloroform  overdose. 

The  condition  of  shock,  if  severe,  leads  to  that  of 
Collapse.  In  the  latter  the  patient  is  pale,  with 
small,  frequent,  perhaps  imperceptible  pulse.  The 
extremities  are  cold,  the  pupils  dilated,  the  eyehds 
half-closed.  There  is  cold,  clammy  perspiration 
and  shallow  breathing. 

Collapse  is  usually  due  to  the  serious  nature  of 
the  operation,  to  loss  of  blood,  or  to  the  previously 
debilitated  state  of  the  patient,  which  renders  him 
unfit  to  withstand  the  shock.  It  is  not  often  a 
direct  result  of  the  anesthetic  ;  but  it  has  been 
pointed  out  above  that  it  may  be  consequent  upon 
too  light  an  anaesthesia,  or  upon  a  full  dose — 
probably  always  an  over -dose— of  chloroform. 

The  treatment  of  severe  surgical  shock  and 
collapse  is  as  follows  : — 

1.  The  anesthetic  must  be  discontinued  if  this 
is  still  being  admiaistered. 
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2.  The  head  must  be  lowered  and  the  feet  raised. 

Children  may  be  held  up  by  the  feet. 
Paralysis  of  the  resphatory  centre,  from 
anemia  secondary  to  circulatory  failure, 
may  be  overcome  by  this  means. 

3.  A  hypodermic  injection  of  strychnine  (gr.  3V) 

should  be  given. 

4.  Brandy  may  be  administered. 

5.  An  injection  of  normal  saline  solution  per 

rectum  or  intravenously  is  especially  valuable 
in  cases  of  collapse  due  to  haemorrhage. 

6.  Warm    cloths    should    be    applied  to  the 

abdomen,  chest  and  head,  and  hot  bottles  to 
the  feet. 

7.  Auto-transfusion,  i.e.  bandaging  of  the  legs 

and  arms  from  below  upwards,  may  be  em- 
ployed. 

Artijacial  Respiration. 

Silvester's  Method. — When  artificial  respira- 
tion is  necessary,  the  mouth  must  first  be  opened 
by  a  gag  and  the  tongue  drawn  forwards  by  tongue 
forceps.    The  patient  is  then  pulled  up  the  table, 
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so  that  the  head  hangs  over  the  end  in  a  fully 
extended  position. 

The  lower  end  of  the  table  should  at  the  same 
time  be  raised.  The  anaesthetist  must  hold  the 
gag  in  position  and  continue  to  exert  traction  on 
the  tongue,  while  an  assistant  or  the  surgeon  per- 
forms artificial  respiration.  The  person  who  un- 
dertakes this  task  stands  behind  the  patient's  head, 
and  grasps  the  arms  just  above  the  elbows.  He 
presses  the  arms  firmly  against  the  chest  and  con- 
tinues the  pressure  for  one  or  two  seconds.  He 
then  lifts  the  arms  and  extends  them  fully  beyond 
the  head.  After  maintaining  this  position  for 
about  two  seconds  he  again  brings  the  arms  to  the 
sides  and  exerts  pressure  as  before. 

The  extension  of  the  arms  causes  air  to  enter  the 
lungs  by  increasing  the  diameter  of  the  chest  :  the 
pressure  of  the  arms  against  the  sides  expels  ak 
from  the  lungs. 

Artificial  inspiration  and  expiration  are  thus 
effected,  but  the  movements  must  not  be  hurried. 
They  should  not  be  repeated  more  than  twelve  or 
fourteen  times  a  minute,  otherwise  sufficient  time 
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will  not  be  given  for  the  full  entry  and  exit  of  air. 

Other  methods  of  performing  artificial  respiration 
are  employed,  but  Silvester's  is  probably  the  most 
effective.  Simple  compression  of  the  chest  at 
intervals  may,  however,  be  found  useful.  It  is 
performed  by  standing  in  front,  or  better  still  by 
kneeling  on  the  table  astride  of  the  patient.  The 
outstretched  hands  are  placed  on  either  side  of  the 
chest  over  the  lower  ribs  and  the  costal  arch,  so  that 
the  two  thumbs  are  over  the  xiphisternum.  The 
chest  is  forcibly  compressed  for  two  seconds  and 
then  suddenly  released.  The  pressure  is  applied 
about  twelve  times  a  minute. 

This  last  method  may  be  useful  in  certain  cases 
of  cerebral  abscess.  In  such  it  may  be  necessary 
to  continue  artificial  respiration  while  the  surgeon 
is  removing  the  cause  of  the  respiratory  failure  by 
evacuating  the  abscess. 


CHAPTER  II  j 

I 

NITROUS  OXIDE 
Apparatus. 

The  apparatus  necessary  for  the  administration  of 
nitrous  oxide  consists  of  one  or  two  cylinders,  foot- 
key,  stand,  union,  indiarubber  tube,  indiarubber 
bag,  valved  stop-cock  and  face  piece.  The  ac- 
companying illustration  shows  how  these  are  con- 
nected together.  The  manufacturers  supply  gas 
compressed  in  cylinders  of  25,  50  and  100  gallons 
capacity  ;  the  smaU  size,  being  more  portable,  is  the 
most  convenient  for  private  practice,  the  large  size 
is  best  suited  for  hospital  work.  It  is  always 
advisable  to  use  two  cylinders  connected  together  by 
a  double  union,  as  shown  in  the  illustration,  in  case 
one  should  fail.  The  indiarubber  bag  should  have 
a  capacity  of  about  two  gallons  and  is  connected  to 
the  face-piece  by  the  valved  stop-cock.  There  are 
various  patterns  of  stop-cock,  the  one  illustrated 
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being  simple  and  efficient.  When  the  lever  is  in 
position  A,  the  patient  is  breathing  pure  air  through 
the  aperture  ;  when  the  lever  is  moved  to  position 


Fig.  6. — Apparatus  for  the  administration  of  Nitrous  Oxide 

I     B,  pure  nitrous  oxide  is  inhaled  from  the  bag,  and 
the  expired  gases  pass  out  through  the  valve  ;  when 
I    the  lever  is  moved  over  still  further  into  position 
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C,  the  expiratory  valve  is  cut  out  of  action,  and  to 
and  fro  breathing,  into  and  out  of  the  bag,  takes 
place. 

Administration. 

The  methods  of  administering  nitrous  oxide  vary 
somewhat  with  the  nature  of  the  operation  to  be 
performed. 


Fia.  7.— Stop-cock  and  face-piece  of  Nitrous  Oxide  Apparatus, 
showing  the  three  positions  of  the  lever. 

The  method  to  be  employed  for  the  extraction  of 
teeth  will  be  described  first. 


Dental  Extractions. 

The  patient  should  be  seated  in  the  dental  chair 
with  the  head  resting  comfortably  against  the 
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head-piece,  that  is  to  say,  the  head  should  be  neither 
flexed  nor  extended  unduly. 

The  patient's  feet  should  not  rest  on  the  foot-piece 
of  the  chair,  but  should  hang  loosely  on  either  side 
of  it.  The  reason  for  this  precaution  is,  that  should 
opi''sthotonos  occur  with  the  feet  on  the  foot-rest, 
there  will  be  difficulty  in  preventing  the  patient 
from  falling  on  to  the  floor  ;  this  accident  will  not 
occur  if  the  feet  are  hanging  loosely,  one  on  each 
side  of  the  foot-piece.  The  clothing  about  the 
neck  and  waist  having  been  loosened,  the  patient 
should  be  told  to  grasp  the  arm-rests. 

The  anaesthetist  stands  behind  and  to  the  left 
of  the  patient.  Having 'first  filled  the  bag  about 
three-fourths  full  of  gas,  he  inserts  a  dental  prop, 
and  then  adjusts  the  face-piece,  holding  it  in  his 
left  hand  so  that  his  little  finger  comes  under  the 
patient's  chin. 

Having  once  placed  the  face-piece  in  position,  it 
must  be  kept  there  and  not  taken  off  or  moved 
about  to  see  if  it  fits  ;  such  movement  is  particu- 
larly uncomfortable  for  the  patient.  When  the 
face-piece  is  applied,  the  lever  is  m  position  A,  and 
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the  patient  is  allowed  to  take  one  or  two  breaths  of 
pure  air  through  the  aperture  ;  the  lever  is  then 
gently  turned  over  into  position  B  so  that  the 
patient  is  breathing  in  gas  from  the  bag,  and  ex- 
piring through  the  valve.  At  the  same  time  that 
the  lever  is  moved,  a  gentle  stream  of  gas  is  turned 
on  from  the  cylinder,  and  care  must  be  taken  not 
to  do  this  too  suddenly,  as  a  sudden  rush  of  gas 
into  the  bag  makes  a  noise  which  is  very  alarming 
to  the  patient.  The  patient  is  now  insphing  gas 
and  expking  into  the  air,  and  the  anaesthetist  must 
watch  for  and  observe  the  various  signs  by  which 
he  knows  that  the  state  of  anaesthesia  has  been 
attained. 

The  respirations  are  at  fkst  jerky  and  irregular, 
but  soon  become  deep  and  regular,  and  after  con- 
tinuing so  for  some  seconds  become  again  of  a 
jerky  character.  The  first  mdication  of  this  latter 
change  is  that  instead  of  a  regular,  long  expiration 
there  comes  a  short  sharp  one  followed  by  a  similar 
inspkation.  At  almost  the  same  time  there  is 
slight  stertor.  As  soon  as  this  has  been  observed 
the  gas  should  be  turned  off  from  the  cylmder,  the 
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patient  allowed  to  take  two  or  three  more  breaths 
of  gas,  and  the  face-piece  then  removed,  the  lever 
being  at  the  same  time  turned  back  to  position  A. 

The  patient  is  now  ready,  and  the  anaesthetist 
must  steady  the  head  for  the  operator  ;  the  manner 
j  in  which  he  does  so  wiU  depend  upon  the  tooth  to 
be  extracted,  whether  from  the  upper  or  the  lower 
jaw.  He  must  also  be  prepared  to  insert  a  gag 
should  the  surgeon  wish  to  extract  a  second  tooth 
from  the  side  on  which  the  prop  is  placed. 

As  soon  as  the  operation  is  over,  or  better  when 
consciousness  is  returning,  the  patient's  head  should 
be  held  slightly  forward  so  that  the  blood  can  run 
out  of  the  mouth.  The  prop  should  not  be  pulled 
away :  it  is  a  better  plan  to  allow  the  patient  to 
do  this  for  himself,  since  frequently  the  sudden 
removal  of  the  prop  gives  to  the  half-conscious 
patient  the  idea  of  a  tooth  being  extracted,  and 
causes  him  to  cry  out  and  to  accuse  the  operator  of 
having  given  him  pain. 

It  may  be  necessary,  as  mentioned  above,  to 
insert  a  gag  during  the  operation,  especially  if  the 
prop  slips  or  if  the  operator  wishes  to  move  it  in 
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order  to  complete  his  work.  In  such  a  case  a 
Mason's  gag  should  be  inserted  quickly  on  the 
side  opposite  to  that  on  which  the  operation  is  to 
be  performed  ;  in  so  doing  care  must  be  taken 
neither  to  break  teeth  nor  to  include  a  portion  of 
the  lip,  both  of  which  accidents  have  been  kno-WTi 
to  occur  and  to  lead  to  unpleasant  consequences. 

NITROUS   OXIDE  AND  AIR. 

The  method  of  administering  nitrous  oxide  gas 
for  operations  in  which  more  time  is  required  than 
for  the  extraction  of  teeth,  is  slightly  different  to 
that  given  above. 

The  patient  is  arranged  comfortably,  either  sitting 
in  a  chair  or  lying  on  the  operating  table  according 
to  the  wish  of  the  surgeon. 

The  bag  is  first  filled  three-fourths  full,  the  face- 
piece  then  accurately  placed  on  the  face,  and  the 
patient  allowed  to  inspire  gas  and  expire  into  the 

air  as  before. 

As  soon  as  the  change  from  regular  deep  respira- 
tion and  the  slight  stertor  are  noticed,  the  opera- 
tion can  be  commenced.    After  two  or  tliree  more 
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inspirations  of  gas  the  lever  should  be  turned  back 
to  position  A  for  a  few  seconds  so  that  the  patient 
gets  two  breaths  of  pure  air  :    the  lever  is  then 
turned  over  again  to  position  B  for  three  or  four 
more  mspirations  of  gas,  and  subsequently  back 
again  to  position  A  to   allow  the  breathing  of 
more  an*.    The  exact  proportions  of  air  to  gas 
will  vary  considerably  with  every  case,  and  no 
absolute  rule  can  be  stated.     This  the  ansesthetist 
must  determine  for  himself,  and  practice  will  alone 
teach  him  to  gauge  it  correctly.    If  too  much  gas 
is   given,  the   patient   becomes   stertorous  and 
cyanosed,  and  jactitates  ;  if  too  little,  anesthesia 
is  lost.    The  points  to  be  aimed  at  are  to  keep 
the  patient  motionless  and  of  a  good  colour  ;  ac- 
cordingly  the  instant  that  muscular  twitchings 
begin,  air  must  be  given. 

It  is  not  really  sufficient,  however,  to  wait  for 
the  occurrence  of  cyanosis  or  jactitation  before 
increasing  the  amount  of  air;  the  experienced 
anaesthetist  will  anticipate  these  events  and  main- 
tain a  quiet  anesthesia  whUe  keeping  the  patient's 
colour  good  throughout.    The  art  of  so  doing  can 
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only  be  learnt  by  practice,  and  until  he  has  had  a 
considerable  experience  of  short  cases  the  ad- 
ministrator will  be  well  advised  not  to  attempt  to 
give  a  prolonged  gas  :  he  can  hardly  hope  to  do 
so  successfully  until  he  is  absolutely  conversant 
with  all  the  phenomena  which  occur  durmg  a 
short  administration. 

The  anesthetist  should  never  be  guided  by 
rules  of  time  or  of  number  of  inspirations  given. 
No  two  patients  are  quite  alike,  and  what  may  be 
sufficient  for  one  may  be  far  too  much  or  too  little 
for  another.  The  various  phenomena  must  be 
observed  as  they  arise,  and  as  soon  as  the  patient 
presents  the  condition  of  anaesthesia  described 
above,  the  operation  should  be  commenced. 

With  regard  to  other  signs  it  may  be  noted  that 
the  conjunctival  reflex  is  usually  lost  or  at  least 
much  diminished.  The  corneal  reflex,  however, 
commonly  remains.  The  eyeballs  are  usuaUy  fixed, 
but  occasionally  there  is  nystagmus  ;  the  pupils 
are,  as  a  rule,  dilated.  These  eye  conditions,  al- 
though mteresting,  need  not  be  relied  upon  to 
furnish  information  as  to  the  patient's  condition. 
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for  provided  that  the  respiratory  changes  have  oc- 
curred antesthesia  has  been  induced. 

"To  and  Fro  Breathing-." 

There  is  yet  a  third  method  of  administering 
nitrous  oxide  gas  to  which  allusion  must  be  made, 
although  it  will  not  be  found  so  generally  useful 
as  the  preceding. 

The  administration  is  begun  as  before,  but  when 
the  second  stage  is  reached,  that  is  to  say  when 
the  patient's  breathing  has  become  deep  and  regular, 
the  lever  is  turned  over  into  position  C.    The  effect 
of  this  wiU  be  to  cause  the  patient  to  expire  into 
the  bag  as  well  as  to  inspu-e  from  it,  so  that  the 
supply  of  gas  from  the  cylinder  must  be  turned  off 
at  the  same  time  that  the  lever  is  altered,  other- 
wise the  bag  will  become  over  distended.    It  is 
clear  that  by  adopting  this  method  of  procedure, 
the  patient  is  made  to  inspire  not  only  nitrous 
oxide  but  also  carbonic  acid,  and  that  the  propor- 
tion of  this  latter  gas  will  progressively  increase 
with  the  length  of  the  administration. 

This  to  and  fro  breathing,  as  it  is  called,  may  be 
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used  in  long  as  well  as  in  short  cases,  that  is  to  say 
it  may  be  employed  as  a  variation  of  the  gas  and 
air  administration  already  described. 

It  is  not,  however,  to  be  recommended,  for  it 
adds  partial  asphyxia  to  nitrous  oxide  anaesthesia. 
The  chief  if  not  the  only  advantage  of  the  method 
seems  to  be  that  it  economizes  gas. 

Summary  of  the  Signs  of  Nitrous  Oxide 
Anaesthesia. 

From  what  has  been  said  above  it  follows  that 
the  stages  of  anaesthesia  induced  by  gas  may  be 
divided  into  three  : — 

In  the  first  the  breathing  is  hregular  and  still 
under  voluntary  control ;  after  a  duration  of 
about  half  a  minute  it  passes  uito  the  second. 
In  the  second,  the  breathing  is  regular  and  deep, 
the  pupils  become  gradually  dilated  and  the 
third  stage  is  reached  about  one  minute  after 
the  beginning  of  the  admmistration. 
In  the  third  stage,  there  is  slight  stertor,  the 
respirations  become  again  jerky  and  irregular 
and  the  condition  of  anaesthesia  has  been 
reached. 


NITROUS  OXIDE  41 

We  might  describe  even  a  fourth  stage,  i.e.  the 
condition  that  would  result  from  a  continuance  of 
the  administration  after  antesthesia  has  been  pro- 
duced. Jactitations  would  occur  with  increasmg 
violence  until  opisthotonos  with  tonic  contractions 
of  aU  the  respiratory  muscles  ensued  ;  there  would 
be  at  the  same  time  increasing  cyanosis  and  all  the 
signs  of  embarrassment  of  the  right  side  of  the 
heart ;  in  fact,  death  would  eventually  supervene 
with  much  the  same  train  of  symptoms  as  precede 
asphyxia. 

Nasal  Administration. 

^  Gas  may  be  given  by  means  of  a  nose-piece 
(Paterson)  or  a  catheter  (Harvey  HUliard).  By 
either  of  these  methods  the  anaesthetic  may  be 
prolonged  for  a  considerable  time  ;  they  are  both 
of  great  value  in  cases  where  a  longer  anaesthesia 
is  required  for  operations  about  the  mouth  than 
can  be  obtained  by  one  administration  of  gas,  or  of 
gas  and  oxygen. 

Paterson's  apparatus  consists  of  an  aluminium 
mask  suitably  shaped  to  fit  over  the  nose  :  the  mask 
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is  furnished  with  an  air-pad  similar  to  that  on  the 
ordinary  face-piece.  Leading  from  the  mask  are 
two  rubber  tubes  which  are  connected  with  a  stop- 
cock, nitrous-oxide  bag  and  cylinders.  The  stop- 
cock differs  only  from  the  pattern  already  described 
in  that  it  is  not  provided  with  an  exphatory  valve, 
but  it  retains  the  air-aperture  which  can  be  closed 
by  the  movement  of  the  lever,  and  also  the  valve 
which  prevents  breathing  into  the  bag. 

In  addition  to  this  nose-piece  there  is  an  entu-ely 
separate  mask  to  fit  over  the  patient's  mouth— 
this  mask  containing  an  expiratory  valve.  When 
the  nose  and  mouth  pieces  are  both  in  position  the 
patient  can  inspire  through  the  nose  and  expire 
from  the  mouth.    The  administration  is  conducted 
as  follows.    The  patient  is  uistructed  to  inspire 
through  the  nose  and  expke  through  the  mouth  ; 
a  dental  prop  is  then  inserted  between  the  teeth 
and  the  two  masks  placed  in  position  after  the 
patient  has  taken  a  few  trial  breaths  in  the  manner 
indicated.    Should  nasal  obstruction  be  present 
this  method  is  obviously  inappHcable. 

As  in  ordinary  gas  administrations  the  ansesthet- 
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ist  starts  with  the  bag  three-foiu'ths  full  and  with 
the  stop-cock  lever  in  position  A.  After  one  or 
two  breaths  the  lever  is  turned  over  to  position  B. 
so  that  nitrous  oxide  is  inspired  from  the  bag  and 
nose-piece,  and  expired  by  way  of  the  mouth-piece. 
The  remainder  of  the  administration  is  conducted 
precisely  on  the  lines  laid  down  for  nitrous  oxide 
and  air,  the  air  being  admitted  when  required  by 
moving  the  stop-cock  lever. 

When  the  patient  is  ready  for  the  surgeon,  the 
mouth-piece  is  removed  but  the  nose-piece  still 
held  closely  in  position.  The  patient  will  continue 
to  inspire  the  nitrous  oxide  air  mixture  through 
his  nostrils,  and  to  expu-e  through  his  mouth, 
Indeed,  it  is  with  good  patients  often  possible  to 
dispense  with  the  use  of  the  mouth-piece  altogether. 
By  this  method  gas  anaesthesia  for  dental  and 
other  intra-oral  operations  can  be  maintained  for 
several  minutes — for  the  same  length  of  time,  in 
fact,  that  the  nitrous  oxide  and  air  mixture  can  be 
administered  for  operations  in  which  the  face- 
piece  need  not  be  removed. 

For  convenience  of  manipulation  the  stop-cock 
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should  be  suspended  by  a  hook  from  the  back  of 
the  dental  chair  or  from  the  anaesthetist's  coat. 
When  the  operation  is  about  to  begin,  and  the 
mouth-piece  has  been  removed,  it  is  advisable  to 
hold  the  nose-piece  from  above  so  that  the  forearm 
can  aid  in  steadying  the  head.  An  assistant  is  of 
great  service  ;  indeed,  should  the  insertion  of  a 
gag  become  necessary  his  presence  cannot  well  be 
dispensed  with.  His  duties  should  be  to  steady 
the  patient's  head  for  the  operator,  to  hold  the 
gag,  sponge  out  the  mouth,  etc.,  leaving  the 
anaesthetist  free  to  manage  the  actual  administra- 
tion alone. 

Indications  for  Nitrous  Oxide. 

Nitrous  oxide  anaesthesia  is  suitable  for  the 
following  cases  : — 

1.  Dental  extractions. 

2.  Minor  operations  such  as  opening  of  abscesses. 

3.  Any  operations  of  short  duration  in  which  it 

is  not  essential  that  the  patient  should  be 
absolutely  still  and  his  muscles  relaxed. 
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Contra-indications. 

1.  Those  cases  (i.e.  Angina  Ludovici)  in  which 

there  may  be  swelling  or  engorgement  of  the 
upper  air  passages. 

2.  Cases  of  advanced  morbus  cordis,  especially 

mitral  disease. 

3.  Rectal  cases. 

4.  Cases  in  which  complete  muscular  relaxation 

is  required. 

Difficulties  and  Dangers  of  Nitrous  Oxide 
Administration. 

The  safety  of  nitrous  oxide  as  an  anaesthetic  is 
vouched  for  by  the  fact  that  many  thousands  of 
administrations  are  conducted  daily,  while  fatal 
cases  are  extremely  rare.  Indeed  it  has  been  stated 
by  an  eminent  authority  on  the  subject,  that 
"  death  ought  never  to  occur  as  a  result  of  gas." 

At  the  same  time  there  are  a  few  details  worthy 
of  consideration,  the  neglect  of  which  may  lead  not 
only  to  difficulties,  but  even  to  death. 

1.    Obstruction  to  Respiration. 

Any  impediment  to  free  breathing,  such  as  en- 
larged   tonsils   and   adenoid   growths,  laryngeal 
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stenosis,  etc.,  introduces  the  risk  of  asphyxia. 
The  entry  of  foreign  matter  (such  as  vomit,  blood, 
pus,  extracted  teeth,  etc.)  into  the  larynx,  causes 
the  same  danger. 

When  respiratory  obstruction,  from  some  such 
cause  as  one  of  these,  has  occurred,  a  condition  of 
apnoea  ensues.  This  usually  passes  off  as  soon  as 
the  obstruction  has  been  removed,  but  the  treat- 
ment should  be  preventive,  i.e.  due  attention  to  any 
restrictions  to  breathing  (such  as  tight  clothing)  and 
the  avoidance  of  nitrous  oxide  in  unsuitable  cases. 

Cessation  of  respiration  will  also  occur  if  gas  be 
administered  for  too  long  a  time  without  the  ad- 
mixture of  air,  that  is  to  say  if  the  patient  be  un- 
duly deprived  of  oxygen. 

2.    Cardiac  Failure, 

Cases  have  been  reported  in  which  cardiac  failure 
has  occurred  under  gas.  The  correct  treatment  is 
said  to  be  artificial  respiration,  venesection  and 
inversion  of  the  patient.  Such  a  fatality  must  be 
extremely  rare,  and  will  probably  never  occur 
unless  some  cardiac  trouble  pre-exists. 
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Nitrous  oxide  is  not  a  good  anaesthetic  for 
patients  suffering  from  mitral  disease.  It  may- 
be given  if  the  lesion  is  fully  compensated,  but  the 
recumbent  position  should  always  be  insisted 
upon.  If  the  disease  is  advanced  so  that  the 
cardiac  reserve-force  is  small,  or  is  uncompensated 
so  that  the  right  side  of  the  heart  is  already  em- 
barrassed, then  the  deprivation  of  oxygen  which 
necessarily  accompanies  a  nitrous  oxide  adminis- 
tration may  be  sufficient  to  produce  a  fatal  result. 

GAS  AND  OXYGEN. 

Oxygen  may  be  given  with  nitrous  oxide  gas  by 
means  of  a  special  apparatus  devised  by  Dr.  Hewitt. 

Apparatus. 

For  a  detailed  description  of  this  apparatus  the 
reader  is  referred  to  Dr.  Hewitt's  book,  Ancesthetics 
and  their  Administration  ;  it  wUl  here  suffice  to  state 
that  it  consists  of  a  double  gas  bag,  and  a  special 
stop-cock,  so  arranged  that,  to  the  pure  nitrous 
oxide  inhaled  by  the  patient  a  variable  quantity 
of  oxygen  can  be  added  by  the  anaesthetist  as  he 
requires  it. 
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The  amount  of  oxygen  given  is  shown  by  an  in- 
dicator and  scale,  marked  from  1  to  10. 

In  skilled  hands  this   anaesthetic  is  perhaps, 
within  certain  limits,  the  best  at  our  disposal. 

The  patient  can  be  kept  quiet  for  several  minutes, 
the  operation  performed  under  complete  anaesthesia 
without  any  need  for  haste  on  the  part  of  the 
surgeon,  and  the  patient  recovers  consciousness 
almost  immediately  with,  except  in  the  rarest 
instances,  no  unpleasant  after  effects. 

Furthermore,  it  is  a  safe   anaesthetic  and  not 
unpleasant  to  the  patient. 

Administration. 

The  adminstration  of  nitrous  oxide  gas  and 
oxygen  is  somewhat  similar  to  that  of  nitrous  oxide 
and  air  ;  it  is  conducted  as  follows  :— 

The  two  bags  are  filled  three  parts  fuU,  the  one 
with  nitrous  oxide,  the  other  with  oxygen  :  the 
face-piece  is  adjusted  to  the  face  and  the  patient 
allowed  to  breathe  air  gently  through  the  aperture 
at  the  top.  After  one  or  two  inspirations  of  air,  to 
accustom  the  patient  to  the  feel  of  the  face-piece. 
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the  lever  is  turned  over  so  that  inspiration  is  taking 
place  from  the  gas  bag  and  expiration  into  the  air. 

After  the  patient  has  taken  three  or  four  breaths 
of  gas  the  lever  is  turned  over  slowly  still  further, 
until  the  indicator  points  first  to  1,  then  2,  and  then 
3-    Oxygen  is  thus  mixed  with  the  nitrous  oxide 
inhaled,  while  expiration  continues  to  take  place 
through  the  valve  into  the  air.    The  exact  pro- 
portion of  oxygen  given  varies  very  widely  in 
different  cases  ;  it  is  determined  by  the  patient's 
colour.    The   anaesthetist   aims   at   keeping  the 
patient  from  becoming  cyanosed  from  the  begin- 
ning to  the  end,  but  he  must  not  err  on  the  side 
of  giving  too  much  oxygen.    Anaesthesia  is  usually 
induced  in  two  or  three  mmutes,  and  by  that  time 
the  oxygen  indicator  will  probably  point  to  4.  It 
is  best  to  keep  the  patient  a  little  short  of  oxygen 
untn  anaesthesia  has  been  weU  established,  and 
to  graduaUy    increase    the    proportion    as  the 
administration    proceeds.     If  well  administered 
to  a  suitable  patient  it  should  never  be  necessary 
to  increase  suddenly  the  proportion  of  oxygen  :  in 
other  words,  the  anaesthetist  must  anticipate  events, 
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and  increase  or  decrease  the  oxygen  before  marked 
cyanosis  or  over-oxygenation  of  the  blood,  if  it 
may  so  be  termed,  have  occurred.    To  accomplish 
this  successfully  requires  considerable  practice- 
experience  alone  can  teach  it.    After  the  operation 
has  been  in  progress  for  tliree  or  four  minutes 
the  indicator  may  point  to  6  or  7,  in  fact  as  a 
general  rule  the  longer  the  admuiistration,  the 
greater  the  proportion  of  oxygen  that  should  be 
given.    Rarely,  however,  will  it  be  necessary  to 
increase    the    oxygen    beyond    7,    even  during 
operations  lasting  fifteen  or  twenty  minutes,  but 
in  such  long  cases  it  may  occasionally  be  beneficial 
to  give  a  breath  or  two  of  pure  air.    It  is  also 
worthy  of  note  that  more  oxygen  will  be  required 
for  children  and  weakly  subjects  than  for  healthy 
and  robust  individuals. 

Signs  of  Ansestliesia. 
The  signs  of  ano-sthesia  are  quiet,  regular  breath- 
ing—there should  be  no  stertor— loss  of  conjunc- 
tival reflex,  and  slightly  dilated  pupils. 

The  corneal  reflex,  as  in  nitrous  oxide  anaes- 
thesia, usually  persists. 
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As  soon  as  these  signs  are  present  the  operation 
may  be  begun,  and  the  administrator  must  then 
observe  his  patient  very  closely,  in  order  to  maintain 
the  condition  unchanged.    The  slightest  approach 
to  cyanosis,  stertor  or  jactitation  calls  for  more 
oxygen,  but  as  already  stated,  the  experienced 
administrator  will  seldom  be  compelled  to  suddenly 
alter  his  mixture.    In  most  cases,  indeed,  as  soon 
as  the  condition  of  anesthesia  has  been  reached, 
it  wiU  be  found  that  with  a  little  care  the  proper 
amount  of  oxygen  can  be  determined  which  wHl 
suffice  for  the  greater  part  of  the  operation. 

The  most  common  error  made  by  the  beginner 
is  to  give  an  excess  of  oxygen,  with  the  result  that 
the  patient  recovers  consciousness  and  becomes 
excited.  To  recapitulate  what  has  been  said  above, 
the  administrator's  success  depends  upon  his  power 
to  foresee  what  the  effect  of  his  administration  at 
one  moment  wiU  be  some  moments  later. 

Indications  for  Gas  and  Oxygen. 

1.  Dental  extractions. 

2.  Minor  operations  in  which  relaxation  of  all 
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the  muscles  is  not  essential,  surgical  dressings, 
etc. 

3.  Patients  who  have  a  marked  antipathy  to 

ether  and  chloroform. 

4.  Certain  cases  in  which  ether  and  chloroform 

are  contra-indicated. 

5.  It  is  particularly  suitable  for  such  short  opera- 

tions as  the  removal  of  fabro-adenomata  of 
the  breast. 

Centra-indications. 

Gas  and  oxygen  is  not  suitable  to  : — 

1.  Alcoholic  subjects. 

2.  Strong  muscular  men. 

3.  Rectal  and  vaginal  operations  or  examinations. 

4.  Abdominal  surgery. 

5.  Any  operation  in  which  there  will  be  much 

subsequent  pain. 

6.  Examinations  under  an  anaesthetic  in  which 

complete  muscular  relaxation  is  requked. 

After  Eflfects. 

The  absence  of  unpleasant  effects  following  the 
administration  of   this  anaesthetic   is  one  of  the 
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strongest  arguments  in  favour  of  its  use.  Con- 
sciousness is  not  restored  quite  so  quickly  as  after 
nitrous  oxide  alone,  but  this  is  probably  attribut- 
able to  the  fact  that  the  administration  is  usually 
more  prolonged.  Vomiting  does  occasionally  occur, 
and  rarely  momentary  hysterical  excitement ;  these 
events  are  both  more  likely  to  supervene  when  an 
excess  of  oxygen  has  been  given  at  the  close  of  the 
operation  to  restore  the  patient  to  consciousness. 

DiflB-culties  and  Dangers. 

Gas  and  oxygen  is  probably  the  safest  anaes- 
thetic known  ;  no  fatalities  caused  by  it  have  been 
reported  up  to  the  present  time,  although  many 
thousands  of  administrations  have  been  carried  out. 
It  is  true  that  this  anaesthetic  has  not  been  indis- 
criminately used  by  the  inexperienced  man,  but 
has  remained  almost  entirely  in  the  hands  of  the 
expert :  nevertheless,  the  dangers  may  be  said  to 
be  practically  non-existent,  though  the  successful 
administration  presents  some  difficulty.  The  care- 
ful selection  of  suitable  cases  is  almost  as  important 
as  the  possession  of  the  requisite  skill.    For  instance, 
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an  attempt  to  give  gas  and  oxygen  to  an  alcoholic 
subject  for  a  rectal  or  vesical  operation  Avould  almost 
certainly  end  in  failure.  It  is  evident  that  the 
addition  of  oxygen  removes  the  dangers,  slight 
though  they  may  be,  which  accompany  nitrous  oxide 
ansesthesia.  Thus  gas  and  oxygen  may  be  safely 
given  in  many  of  those  cases  in  which  nitrous  oxide 
alone  is  contra-indicated  owing  to  the  risks  conse- 
quent upon  deprivation  of  oxygen. 


CHAPTER  III 
ETHER 
Properties. 

Pure  ether  (C.H^oO)  is  a  highly  volatile,  inflam- 
mable, colourless  liquid.  It  is  neutral  to  litmus 
paj)er,  and  has  a  specific  gravity  between  '720  and 
•722.  The  vapour  density  is  rather  more  than 
double  that  of  au\  The  vapour  has  a  pungent 
odour  ;  it  is  highly  inflammable  and,  when  mixed 
with  air,  exj^lodes  on  contact  with  a  flame. 

The  following  preparations  of  ether  are  made  : — 

1.  ^ther  B.P.  (prepared  from  ethylic  alcohol) 
— suitable  for  local  anaesthesia  only. 

2.  Methylated  Ether  (prepared  from  methyl- 
ated spirit) — suitable  for  local  anaesthesia 
only. 

3.  -aSther  Purificatus  B.P.  (prepared  from 

ethylic  alcohol) — suitable  for  general  anaes- 
thesia. 

SB 
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4.  Kectified  Ether  (prepared  from  methyl- 
ated   spii-it    and    purified)— suitable  for 
general  anaesthesia. 
There  is  little  to  choose  between  the  two  latter 
preparations— some  anaesthetists  prefer  the  official 
drug,  others  the  rectified  ether.    The  latter  is  prob- 
ably quite  as  good  as  the  former  if  carefully  pre- 
pared.   Unpurified  ether  must  never  be  used  as 
a  general  an£esthetic.    To  prevent  decomposition 
ether  should  be  kept  in  the  dark,  in  a  cool  place, 
and  in  tightly  stoppered  bottles.    Owing  to  its 
highly  inflammable  nature  it  must  never  be  used 
in  the  neighbourhood  of  a  flame  or  even  of  a  cau- 
tery. 

Administration . 

When  ether  is  used  as  an  anaesthetic  it  is  usuaUy 
given  in  conjunction  with  nitrous  oxide,  but  occa- 
sionally, either  because  gas  is  not  at  hand  or  for 
some  other  reason,  anesthesia  is  induced  by 
ether  alone.  The  following  are  the  methods  by 
which  this  may  be  done 

1.  The  Open  Method-i.e.,  ether  given  on 
lint  or  on  a  Skinner's  mask. 
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2.  The    Semi-open  Method— by  means  of  a 

Rendle's  mask  or  a  Clover's  inhaler  with- 
out a  bag. 

3.  The  Closed  Method— by  means  of  a  Clover's 

inhaler. 

In  addition  to  these  ether  has  been  administered 
in  conjunction  with  oxygen,  and  rectal  etherisation 
has  been  resorted  to.  We  will  not,  however,  con- 
cern ourselves  with  either  of  these  performances. 

The  Open  Method  is  only  adaptable  to  children 
or  to  much  exhausted  patients.  An  attempt  to 
anaesthetise  a  robust  patient  by  means  of  ether 
poured  on  lint  would  result  in  the  formation  of  much 
snow  on  the  lint,  the  using  up  of  several  half-pint 
bottles  of  ether,  and  would  terminate  in  failure. 
Nevertheless,  the  open  administration  of  ether 
may  be  used  with  advantage  from  time  to  time 
in  the  coinse  of  a  long  chloroform  anaesthesia  ; 
when  so  given,  it  acts  as  a  stimulant  and  improves 
the  quality  of  the  respirations  and  pulse  should  they 
be  deficient. 

The  Semi-open  Method  has  the  merit  of 
extreme  simplicity.  It  consists  in  pouring  ether  from 
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time  to  time  on  to  the  sponge  of  a  Rendle's  or  some 
other  suitable  mask.  As  a  mode  of  inducing  anaes- 
thesia it  offers  the  same  objections  as  tlie  open 
method,  in  a  smaller  degree.  It  may  answer  well 
in  the  case  of  children,  and  is  sometimes  suitable 
for  exhausted  patients. 

The  risk  of  producing  catarrhal,  bronchial  and 
pulmonary  affections  is  probably  greater  when 
ether  is  administered  by  the  semi-open  than  by 
the  closed  method.^ 

The  Closed  Metkod.— The  best  apparatus  for 
this  is  a  Clover's  inhaler  or  some  modification 
of   it.     A    description   and  illustration   of  this 
inhaler    is   given    below.^      The    apparatus  is 
employed    for    ether    alone    in    the  following 
manner.    A  face-piece  of  suitable  size  is  attached 
to   the  inhaler,   an  ounce  and  a  half    or  two 
ounces  of  ether  pom'ed  into  the  chamber,  and  the 
stopper  securely  replaced.     In  very  cold  weather 
it  is  sometimes  advisable  to  previously  warm  the 
chamber  by  filling  it  with  hot  water  for  a  few 

1  Hewitt. 

2  Yide  Gas  and  Ether,  p.  65. 
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moments  :  the  vaporization  of  the  ether  is  thus 
hastened. 

The  chamber  having  been  partially  filled  with 
ether,  and  the  indicator  placed  at  0,  it  is  Avell  to 
blow  through  the  face-piece  in  order  to  expel  any 
ether  fumes  that  may  be  in  the  central  cylinder. 
The  bag  is  then  fixed  in  position  with  the  tap 
closed.  The  patient's  head  being  turned  to  one 
side,  the  face-piece  is  adjusted  at  the  end  of  an 
inspiration,  the  indicator  still  remaining  at  0,  so 
that  the  bag  becomes  partially  filled  by  the  expired 
breath.  The  face-piece  may  be  slightly  raised  at 
the  end  of  the  first  expiration,  and  replaced  again 
so  that  the  bag  becomes  filled  still  fm-ther  by  the 
second  expiration.  After  the  third  or  fourth 
breath  the  ether  is  turned  on  very  slowly,  so  that 
the  indicator  is  at  first  not  more  than  one-eidith 

O 

of  the  distance  between  0  and  1.  By  degrees  the 
patient  becomes  accustomed  to  the  vapour,  and 
the  amount  of  ether  is  increased.  If  any  cough- 
ing, straining,  or  holding  the  breath  occur,  the 
ether  must  be  turned  back  at  once  to  0,  and 
gradually  increased  again  from  the  beginning.  In 
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this  way  the  ether  should  be  increased  in  quantity 
till  the  indicator  reaches  2  ;    it  may  be  kept  at  this 
point,  provided  there  is  no  coughing  or  straining, 
until  the  patient  is  anaesthetised.     It  must  be 
borne  in  mind  that  a  slight  degree  of  cyanosis  will 
occur  during  the  time  that  anaesthesia  is  being 
induced  by  this  method  ;   the  admission  of  ah:  in 
any  quantity  before  the  patient  has  become  anaes- 
thetised will  almost  certainly  lead  to  excitement 
and  struggling.    At  the  same  time,  should  the 
stage  of  induction  be  prolonged  and  cyanosis  become 
marked,  the  face-piece  must  be  occasionally  raised 
to  allow  of  the  inspiration  of  air. 

As  soon  as  the  condition  of  anaesthesia  has  been 
produced,  one  breath  of  ah  to  every  four  of  ether 
vapour  should  be  given  ;  this  will  suffice  to  mam- 
tain  perfect  anaesthesia  without  cyanosis.  The 
amount  of  ether  necessary  for  a  continuance  of  this 
condition  will  vary  m  different  cases.  As  a  rule, 
it  is  not  necessary  to  keep  the  indicator  at  any  pomt 
beyond  li,  indeed  1  is  almost  always  sufficient. 

There  should  be  no  cyanosis,  and  with  this  m 
view  it  is  better  to  increase  the  quantity  of  ether 
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given,  rather  thcan  to  decrease  the  allowance  of 
air. 

During  the  early  stages  of  the  administration 
the  respirations  become  increased  both  in  rate  and 
amplitude  until  they  become  deep,  regular  and 
noisy.  It  is,  above  all,  by  observing  the  character 
of  the  respirations  that  the  anaesthetist  learns  his 
patient's  condition  and  regulates  his  actions. 

The  Stages  of  Ether  Anaesthesia. 

The  following  stages  may  be  described  as  occur- 
ring during  the  administration  of  ether  : — 

1.  The  Stage  of  Confusion  of  Ideas. —  Sensa- 
tions of  tingling,  numbness,  tinnitus,  light,  etc., 
occur  ;  movements  of  the  eyeballs  and  swallow- 
ing are  noticeable. 

2.  The  Stage  of  Excitement. — Partial  loss  of 
consciousness  supervenes,  that  is  to  say,  the 
patient's  actions  are  not  under  his  own  control. 
Struggling  and  shouting  may  occur,  especially  in 
alcoholic  subjects,  and  forcible  restraint  tends  to 
increase  rather  than  to  diminish  these.    The  respira- 
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tions  become  deeper,  more  noisy  and  irregular. 
Spasm  may  occur  during  this  stage. 
3.  The  Stage  of  Ansesthesia.— The  signs  are  : 

(a)  Deep,  regular,  automatic   and  stertorous 

breathing. 

(b)  Insensitive  cornese. 

(c)  Pupils  of  medium  size,  active  to  light. 
{d)  Pulse  increased  from  the  normal  both  in 

volume  and  frequency, 
(e).  Colour  heightened,  but  not  dusky. 
The  initial  sensations  are  due  to  the  stimulating 
action  of  the  drug  upon  the  higher  centres  :  the 
imagination  is  excited  for  the  moment,  but  the 
centres  being  unequally  stimulated,  mcoherence 
results.    The  ideas  Avhich  are  present  at  the  time 
the   administration  begins  become  exaggerated ; 
hence  the  importance  of  not  alarming  the  patient 
in  any  way  (Chapter  I,  p.  6).  After  a  few  moments 
the  stimulation  of  the  higher  centres  changes  to 
depression,  but  the  lower  centres  (motor,  cardiac 
and  resphatory)  become  in  their  turn  stimulated, 
and  struggling   may   occur.    Finally   the  motor 
centres  also  become    depressed,   and  anaesthesia 
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is  reached.  These  three  stages  overlap  considerably, 
and  there  are  no  abrupt  boundary  lines  between 
them. 

The  Signs  of  an  Over-dose  of  Ether  are  : — 

1.  Failing  respu-ation  ;    the  breathing  becomes 

more  and  more  feeble,  the  expiration  pro- 
longed and  wheezy,  the  inspiration  short 
and  jerky. 

2.  Dilated  pupils. 

3.  Dusky  coloiu-. 

4.  Half-closed  eyelids. 

5.  Failing  pulse  ;  it  should  be  noted  that  the 

pulse  remains  of  moderately  good  volume 
in  spite  of  the  over -dose  :  in  other  words, 
the  circulation  is  not  affected  coincidently 
with  the  respiration — a  very  important  fact, 
since  a  slight  over -dose,  if  recognized  early, 
and  dealt  with  promptly,  can  always  be 
remedied. 

Ether  Rash. 

Attention  has  been  called  by  Dr.  Edgar  Willett 
to  a  roseolous  rash  which  occasionally  appears  just 
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after  anaesthesia  is  complete.  It  is  most  common 
in  young  patients,  especially  women,  and  usually 
covers  the  neck  and  arms,  but  sometimes  extends 
to  the  abdomen  and  thighs.  It  passes  off  after  a 
few  minutes,  and  is  of  no  significance. 

Ether  Tremor. 

A  tonic  muscular  spasm  sometimes  occurs  in 
strong  young  men  during  ether  administration.  It 
comes  on  in  the  second  stage,  taking  the  place  of  the 
clonic  contractions  which  are  more  commonly  met 
with  ;  it  may,  however,  take  place  during  complete 
anaesthesia. 


GAS  AND  ETHER. 

The  Apparatus  necessary  for  the  administration 
of  nitrous  oxide  and  ether  is  shown  in  the  accom- 
panying iUustration  (Fig.  8).    It  consists  of  :— 

1.  A  Clover's  portable  ether  inhaler  with  T  piece 

attachment  and  bag. 

2.  Face-piece.    (Two   or   three   different  sizes 

should  be  included  ui  the  outfit.) 

3.  Two  cylinders  (25  gallons)  of  nitrous  oxide, 
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four  feet  of  rubber  tubing,  stand  and  foot 
key. 

4.  Ten  ounces  of  ether. 

5.  Measure  for  filling  the  inhaler.    It  is  con- 

venient to  have  this  with  a  larger  spout  than 
that  usually  supplied,  to  prevent  spilling 
ether  when  refilling  the  inhaler  in  the  course 
of  an  operation. 
In  addition  to  the  above,  the  anaesthetist  should 
have  at  hand  the  instruments  mentioned  in  Chapter  I. 

Clover's  Portable  Inhaler. 

To  understand  the  mechanism  of  the  inhaler  it 
is  essential  to  take  it  to  pieces — which  can  be  done 
by  detaching  the  bag  and  unscrewing  the  ring  at 
the  top  of  the  chamber — and  then  study  it  with 
the  help  of  a  verbal  or  written  description.  It 
consists  of  a  spherical  ether  chamber,  through  the 
centre  of  which  passes  a  hollow  shaft  open  at  either 
end.  The  wall  of  this  shaft  contains  a  recess  on 
one  side,  and  two  openings  on  the  other  ;  both  the 
recess  and  the  openings  occupy  a  little  less  than 
half  the  circumference  of  the  shaft.    The  openings 
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communicate  directly  with  the  ether  reservoir,  the 
recess  does  not. 

Fitting  into  the  shaft  is  a  tube  which  is  kept  in 
position  by  the  screw  ring  at  the  top,  and  on  to 
which  fits  the  T  piece  of  the  bag  above,  and  the  face- 
piece  below.    The  tube  is  free  to  revolve  in  the  shaft, 
and  carries  an  indicator,  which  points  to  the  scale 
marked  upon  the  exterior  of  the  ether  chamber. 
The  tube  is  open  at  either  end,  but  closed  by  a  par- 
tition near  its  middle,  and  two  apertures  are  cut  in 
the  side  of  the  tube,  so  that  the  one  communicates 
with  the  upper,  the  other  with  the  lower  half  of  the 
tube.    The  apertures  in  the  tube  and  shaft  are  so 
arranged  that  when  the  parts  of  the  apparatus  are 
connected  together,  and  the  indicator  is  at  0,  air 
can  pass  from  the  bag  into  the  upper  part  of  the 
tube,  and  by  way  of  the  recess  in  the  shaft  into  the 
lower  part  of  the  tube  and  out  at  the  face-piece. 

When,  however,  the  ether  reservoir  is  rotated 
on  the  tube  so  that  the  uidicator  points  to  1,  the 
apertures  m  the  shaft  comcide  mamly  with  the 
recess,  but  partly  also  with  the  apertures  in  the 
shaft  leading  to  the  ether  chamber.    As  the  reser- 
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voir  is  rotated  further,  a  greater  portion  of  the  open- 
ings into  the  reservoir,  and  a  smaller  portion  of  the 
recess  in  the  shaft,  come  to  coincide  with  the  aper- 
tures in  the  tube  ;  till  when  the  indicator  points 
to  F.  (full),  the  recess  is  entirely  cut  off,  and  all  the 
air  from  the  bag  reaches  the  face-piece  by  way  of 
the  ether  chamber. 

The  lower  half  of  the  ether  reservoir  is  surrounded 
by  a  closed  chamber  containing  water  ;  the  function 
of  this  jacket  is  to  prevent  the  reservoir  from  be- 
coming too  cold  from  the  evaporation  of  the  ether. 
As  already  mentioned,  it  is  sometimes  a  good  plan 
to  warm  this  water  by  fUling  the  reservoir  with  hot 
water  for  a  few  moments  before  use. 

In  addition,  there  is  an  opening  into  the  ether 
reservoir  through  which  it  can  be  fiUed,  and  which 
is  closed  by  a  vulcanite  stopper. 

The  metal  T  piece  dkectly  connects  the  interior 
of  the  bag  with  that  of  the  central  tube  ;  it  contains 
also  a  horizontally  placed  tube  of  smaU  bore, 
projecting  well  into  the  bag  at  one  end,  and  here 
guarded  by  a  wire  cage  ;  the  other  end  opens  into 
the  air  and  is  closed  by  a  tap. 
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This  arrangement  is  devised  so  that  the  apparatus 
can  be  used  for  gas  or  ethyl  chloride  in  conjunction 
with  ether,  or  for  ethyl  chloride  alone  :  its  utility 
will  become  more  apparent  when  the  administra- 
tion of  ethyl  chloride  is  described. 

Hewitt's  Ether  Inhaler. 

A  very  good  modification  of  Clover's  portable 
inhaler  has  been  devised  by  Dr.  Hewitt.  The 
essential  features  are  the  same,  but  the  bore  of  the 
central  tube  is  much  larger,  and  the  regulation  of 
the  ether  vapour  is  effected  by  a  lever  which  takes 
the  place  of  the  indicator,  and  not  by  rotating  the 
reservoir.  The  T  piece  is  also  modified  so  that  air 
can  be  admitted  through  an  aperture  at  the  top, 
and  an  expiratory  valve  is  fitted,  which  can  be  put 
in  or  out  of  action  at  will.  Although  somewhat 
more  complicated  than  Clover's  inhaler,  it  possesses 
several  obvious  advantages. 

Method  of  Holding  the  Inhaler. 

The  Clover's  inhaler  is  held  in  position  by  grasping 
the  face-piece  with  the  right  hand  so  that  the  little 
finger  comes  under  the  chin  to  support  the  jaw,  and 
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ministration  :  otherwise  it  is  difficult  to  prevent 
the  entrance  and  escape  of  au-  under  the  pad. 

With  patients  who  have  nasal  obstruction,  narrow 
highly  arched  palate  or  closely-fitting  teeth,  it  is 
advisable  to  place  a  dental  prop  in  position  before 
beginning  the  administration.  For  edentulous 
patients  either  a  prop  or  the  corner  of  a  towel 
should  be  inserted  into  the  mouth. 

The  Administration, 

The  actual  method  used  matters  little,  provided 
that  the  administrator  knows  and  understands  it. 
Different  methods  are  employed  by  different  anaes- 
thetists—one  is  to  induce  antesthesia  first  by  gas 
in  the  manner  described  in  Chapter  II,  and  when 
the  patient  is  deeply  under  to  remove  the  gas 
apparatus  and  substitute  a  Clover's  inhaler  : 
another  is  to  utilize  the  Clover's  inhaler  from  the 
beginning.  The  latter  is  the  method  that  I  prefer 
and  shall  describe  first. 

Administration  with  Clover's  Portable 
Inhaler  and  Small-Bag. 

As  soon  as  the  patient  is  ready,  the  apparatus  is 
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expiration  to  take  place  into  the  air  and  to  refill 
the  bag  with  gas  as  it  is  required.  This  should 
be  done  at  every  expiration  for  the  first  six  or 
seven  breaths  ;  after  that  only  occasionally — once 
every  four  breaths.  As  soon  as  the  breathing  becomes 
deep  and  regular  the  ether  is  gradually  turned  on, 
the  reservoir  being  first  rotated  a  quarter  of  the 
distance  between  0  and  1,  after  four  more  inspira- 
tions a  similar  distance  further,  and  so  on  until  the 
indicator  points  to  1. 

The  nitrous  oxide  is  then  turned  off  at  the 
cylinder,  the  tap  on  the  T  piece  closed,  and  the 
tubing  removed.  The  amount  of  ether  is  stUl 
gradually  increased  untU  the  indicator  is  about  mid- 
way between  1  and  2. 

It  is  scarcely  ever  necessary  to  give  more  ether 
than  this;  indeed  in  the  majority  of  cases  1,  or 
even  less  than  1,  will  prove  quite  sufficient. 

As  soon  as  this  point  has  been  reached,  the 
patient  should  be  ready  for  the  surgeon;  but  if 
there  is  any  holding  of  the  breath  or  undue  cyanosis 
a  little  air  must  be  given— one  or  two  breaths 
will  suffice.    It  must  be  borne  in  mind,  that  if  too 
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much  air  is  given,  or  if  air  is  given  too  early,  the 
patient  will  almost  invariably  struggle,  and  the 
initial  stage  of  exitement  will  be  considerably  pro-j 
longed.    On  the  one  hand  struggling,  on  the  otherj 
cyanosis  have  to  be  avoided  ;  hence  it  is  important 
to  get  the  patient  under  the  influence  of  ether  asl 
rapidly  as  is  consistent  with  his  safety  and  com-j 
fort.    If,  however,  the  ether  is  turned  on  too  soon| 
or  increased  too  rapidly,  it  will  cause  coughing,j 
straining   and   holding  of  the  breath;   this  wi 
necessitate  a  temporary  reduction  ui  the  amount' 
of  ether  given,  and  the  time  required  for  mducing^ 
aneesthesia  will  be  prolonged  instead  of  shortened. 

If  any  coughing  or  straining  occur,  the  routme 
practice  should  always  be  to  turn  the  ether  backj 
to  0,  and  slowly  increase  it  again  from  the  begm- 
ning.    Furthermore,  if  ether  is  turned  on  rapidly] 
instead  of  by  the  graduated  method  described, 
even  after  the  patient  has  become  completely 
anffisthetised  by  nitrous  oxide,  it  is  almost  m- 
evitable  that  the  secretion  of  much  mucus  in  the 
mouth,  larynx  and  trachea,  wiU  be  thereby  evoked, 
and  that  this  will  cause  trouble  both  immediately 
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to  the  anaesthetist,  and  subsequently  to  the  patient 
also.  When  the  anaesthetic  is  skilfully  given, 
there  is  a  smooth,  steady  and  uneventful  trans- 
ference from  nitrous  oxide  to  ether  anaesthesia, 
but  considerable  practice  is  required  before  this 
ideal  can  be  realized. 

When  the  patient  has  been  anaesthetised  with 
ether  in  this  manner,  the  administration  is  continued 
by  giving  one  breath  of  air  to  every  four  of  ether 
vapour,  reducing  the  quantity  of  ether  as  far  as 
the  requirements  of  the  case  will  allow. 

It  will  usually  be  necessary  to  keep  the  ether  at 
1  for  the  first  few  minutes ;  subsequently  it  can 
often  be  kept  below  this  point.  The  bag  should 
be  kept  about  three-fourths  full  and  the  face-piece 
must  fit  closely  but  lightly.  If  the  bag  is  too 
empty  it  can  be  readily  fiUed  by  raising  the  face- 
piece  after  an  expiration,  and  replacing  it  before 
the  next  expiration  begins  :  if  the  bag  is  too  full 
the  reverse  procedure  will  remedy  it,  namely  raising 
the  face-piece  after  an  inspiration  and  replacing 
it  before  the  next.  In  addition  to  the  manage- 
ment of   the  inhaler  and  the  regulation  of  the 
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amount  of  ether  vapour  given,  attention  must  be 
directed  towards  keeping  the  air  passages  open. 

This  must  be  effected  by  preventing  the  jaw  and 
tongue  from  falling  back.  The  mandible  should 
be  pressed  forwards  with  the  fingers  behind  the 
angle,  pressure  being  dkected  from  that  point 
towards  the  symphysis. 

The  mouth  must  not  be  shut  by  pulling  up  the 
mandible  against  the  upper  jaw,  but  the  tongue 
prevented  from  falling  back,  and  the  air  way  kept 
patent,  by  exerting  pressure  in  the  manner  described. 
Nearly  all  the  difficulties  that  arise  in  the  course 
of  gas  and  ether  administrations  are  attributable 
to  obstruction  of  some  kind ;  hence  the  importance 
of  keeping  the  air  way  clear  ;  there  is  little  cause 
for  fear  if  ak  is  passing  freely  into  and  out  of  the 
lungs. 

The  Signs  and  Stages  of  Anaesthesia,  of 
over-dose,  etc.,  are  simHar  to  those  abeady  detailed 
in  connexion  with  the  administration  of  ether  alone. 
(Chapter  III,  pp.  62,  63.) 

In  continuing  the  administration  of  ether  it 
must  not  be  forgotten  that  the  reservoir  wHl  require 
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replenishing  after  about  fifteen  minutes.  An  ounce 
and  a  half  of  ether — the  amount  held  by  the  measure 
— will  usually  be  found  to  last  for  fifteen  minutes 
or  a  little  more.  If  it  is  desired  to  continue  with 
ether  for  longer  than  this,  the  measure  should  be 
filled  from  the  bottle  with  one  hand,  while 
the  other  retains  the  inhaler  in  position.  The 
stopper  should  then  be  removed  from  the  ether 
reservoir,  the  inhaler  lifted  off  the  face,  and  the 
fresh  ether  poured  in.  The  stopper  is  then  replaced 
and  the  face-piece  adjusted  again.  It  is  not  advis- 
able to  attempt  to  refill  the  reservoir  with  the 
apparatus  in  position  ;  if  this  is  done,  ether  may 
be  spilled  over  the  patient's  face,  especially  as  an 
expiration  will  tend  to  blow  the  fluid  out  of  the 
aperture  in  the  reservoir,  unless  the  indicator  be 
at  0.  There  is  no  disadvantage  in  removing  the 
face-piece  for  this  purpose,  as  it  can  be  accomplished 
in  a  very  few  moments. 

During  the  administration  the  aperture  in  the 
reservoir  should  always  be  on  the  upper  rather 
than  the  lower  aspect ;  there  is  no  difficulty  in 
arranging  this,  even  if  it  is  desired  to  change  the 
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position  of  the  patient,  since  the  reservoir  can  be 
rotated  from  right  to  left  or  from  left  to  right  with 
the  same  result. 

It  should  be  borne  in  mind  that  after  refilling  the 
reservoir  a  greater  surface  of  ether  becomes  exposed 
to  the  circulating  air ;  hence,  to  maintain  the  same 
strength  of  ether  vapour  as  before,  the  amount,  as 
shown  by  the  indicator,  should  be  slightly  reduced. 

Administration  with  Clover's  Portable 
Inhaler  and  Large  Nitrous  Oxide  Bag, 

Some  anaesthetists  prefer  to  use  the  nitrous 
oxide  bag  and  valved  stop-cock  in  conjunction 
with  Clover's  inhaler  for  the  induction  of  anaes- 
thesia by  gas  and  ether. 

Although  the  actual  technique  differs  in  small 
details  in  the  practice  of  different  anaesthetists, 
there  are  only  two  distinct  methods  to  be  distin- 
guished. 

In  either  case  the  large  nitrous  oxide  bag  with 
valved  stop-cock  is  fitted  to  the  Clover's  inhaler 
in  place  of  the  small  bag.  The  ether  reservoii'  is 
partially  filled  with  an  ounce  and  a  half  of  ether 
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as  before,  and  arranged  so  that  the  indicator 
points  to  0. 

In  the  first  of  the  two  methods  the  patient  is 
anajsthetised  with  nitrous  oxide  alone,  in  the 
manner  described  in  Chapter  II — no  ether  being 
administered  until  signs  of  anaesthesia  are  pro- 
duced. In  other  words,  the  bag  being  filled  three- 
fourths  full  of  gas,  and  the  face-piece  adjusted, 
the  stop-cock  lever  is  turned  over  from  position 
A  to  position  B,  so  that  nitrous  oxide  is  being  in- 
spired, and  expiration  is  taking  place  through  the 
valve. 

As  soon  as  anaesthesia  has  been  thus  induced, 
the  ether  vapour  is  admitted  by  rotating  the  reser- 
voir, the  stop-cock  lever  bemg  at  the  same  time 
turned  over  to  position  C,  so  that  the  expu-atory 
valve  is  put  out  of  action.  The  gas,  which  has  up 
to  this  point  been  flowing  into  the  bag,  is  now 
turned  off  at  the  cylinder.  The  amount  of  ether 
vapour  admitted  should  be  increased  fairly  rapidly, 
so  that  after  a  few  seconds  the  indicator  points  to 
2.  As  soon  as  the  anaesthesia  of  nitrous  oxide  has 
changed  to  that  of  ether,  the  large  gas  bag  should 
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be  changed  for  the  small  Clover's  bag.  The  pro- 
portion of  ether  given  can  be  subsequently  de- 
creased gradually,  the  same  method  of  procedure 
being  adopted  as  already  described  in  connexion 
with  the  administration  by  the  small  bag  alone. 

In  the  second  method  no  attempt  is  made  to 
anaesthetise  the  patient  with  gas  before  admitting 
the  ether,  but  the  latter  is  turned  on  as  soon  as 
the  breathing  becomes  deep  and  regular,  that  is  to 
say,  when  the  taste  of  ether  will  not  be  noticeable 
to  the  patient.  When  the  ether  vapour  is  ad- 
mitted, or  shortly  before  this,  the  stop-cock  is 
turned  over  to  position  C,  so  that  to  and  fro 
breathing,  into  and  out  of  the  bag,  takes  place. 

The  remainder  of  the  administration  is  con- 
ducted in  the  manner  already  described,  the  small 
bag  being  substituted  for  the  large  one  as  soon  as 
ether  anaesthesia  has  been  induced.  If  the  large 
nitrous  oxide  bag  is  to  be  used  the  latter  method 
is  to  be  preferred — it  is  the  one  most  commonly 
made  use  of.  The  administration  will  then  be 
very  similar  to  that  with  the  small  bag  alone,  but, 
for  my  own  part,  I  believe  the  use  of  the  large 
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nitrous  oxide  bag  to  be  unnecessary,  to  have  no 
special  advantages,  and  to  be  more  complicated 
and  difficult,  besides  requii'ing  more  apparatus  for 
its  application. 

The  method  of  inducing  anaesthesia  by  nitrous 
oxide  alone,  and  then  substituting  ether,  is  some- 
times carried  out  by  employing  a  separate  gas 
apparatus  and  Ormsby's  inhaler,  instead  of  in  the 
manner  described.  Whatever  apparatus  be  em- 
ployed, little  can  be  said  in  favour  of  the  method. 
The  smooth  and  steady  induction  of  anaesthesia 
can  seldom  be  brought  about ;  jactitation,  spasm 
and  cyanosis  are  certain  to  be  frequent  concomi- 
tants. 

After.  Efifects  of  Ether. 
When  discussing  the  advantages  and  disadvan- 
tages of  an  anaesthetic,  it  must  be  remembered 
that  there  is  a  period  after  the  operation  to  be 
considered,  as  well  as  the  time  of  the  operation 
itself. 

Now  although  ether  is  a  safer  anaesthetic  than 
^shloroform  as  regards  immediate  risk  at  the  time 
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of  administration,  it  carries  with  it  some  disad- 
vantages. It  has  been  shown  beyond  doubt  that 
ether  pneumonia,  does  occur,  and  though  this  is 
not  very  common,  it  is  not  at  all  rare  for  patients 
to  suffer  from  bronchitis  for  some  days  after  a  long 
ether  administration. 

After  an  ordinary  straightforward  ether  anaes- 
thesia, the  patient  usually  vomits  once  or  twice, 
the  vomit  consisting  of  mucus  and  bile-stained 
fluid.  Even  when  no  more  vomiting  than  this 
occurs,  the  taste  and  smell  of  ether  remain  for 
many  hours  and  continue  to  distress  the  patient. 
Any  one  who  has  been  antesthetised  with  ether 
will  appreciate  this  discomfort. 

Maniacal  excitement  occasionaUy  occurs  after 
ether.  I  know  of  a  case  in  which  ether  was  ad- 
ministered to  a  young  man  of  twenty  for  scraping 
a  tuberculous  ulcer  of  the  hand  :  the  operation 
lasted  fifteen  minutes.  For  several  hours  after- 
wards the  patient  was  maniacal  and  had  to  be 
restrained  by  attendants. 

In  young  and  excitable  individuals  hysterical 
fits  are  sometimes  met  with  ;  haemoptysis,  h«ma. 
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temesis,  and  even  cerebral  haemorrhage,  are  said  to 
have  occurred.    {See  also  Ch&ip.  1,  pp.  16-21.) 

Advantages  of  Ether. 

The  induction  of  anaesthesia  by  means  of  gas 
and  ether  stands  out  pre-eminently  before  all  others 
for  the  following  reasons  : — 

1.  It  is  the  safest  method  of  inducing  anaesthesia  for 

major  operations  that  we  at  present  possess. 

2.  Unconsciousness  is  rapidly  produced,  and  if 

the   anaesthetic   is   properly    given,  there 
should  be  few,  if  any  unpleasant  sensations 
during  its  administration. 
For  these  two  reasons  alone,  gas.  and  ether  ought 
to  be  the  routine  method  of  inducing  anaesthesia 
for  the  majority  of  surgical  procedures.    There  are 
occasions  on  which  gas  and  ether  is  unsuitable  : 
these  will  be  dealt  with  later. 

Whilst  gas  and  ether  is  undoubtedly  the  best 
method  for  inducing  anaesthesia,  it  is  not  the  best 
for  maintaining  it.  I  feel  convinced  that  the 
teaching  of  Mr.  Richard  Gill  at  St.  Bartholomew's 
Hospital   is   correct.    It   is   briefly   this.  Ether 
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should  not  be  continued  for  longer  than  a  half  to 
three-quarters  of  an  hour  ;  after  that  period  the 
ansesthetic  should  be  changed  to  chloroform. 

In  practice  the  routine  that  I  follow  is,  to  induce 
anesthesia  by  means  of  gas  and  ether,  to  continue 
the  ether  for  about  fifteen  or  twenty  minutes,  and 
then  make  use  of  chloroform,  or  of  some  mixture 
containing  chloroform,  until  the  end  of  the  operation. 

This  method  of  procedure  has  much  in  its  favour. 
AnEesthesia  is  rapidly  induced  and  quietly  main- 
tained ;  the  salivation  and  secretion  of  mucus  that 
usually  accompany  a  long   ether  administration 
are  avoided;    the  risk  of  subsequent  bronchitis 
and  pneumonia  is  practically  abolished  ;  the  after 
discomforts  mentioned  above  are  much  diminished  ; 
the  greater  safety  of  inducing  anaesthesia  by  ether 
rather  than  by  chloroform  is  stiU  maintained. 
These  facts  will  be  further  referred  to  in  a  sub- 
sequent chapter. 

Indications. 

Gas  and  ether  should  always  be  used  to  induce 
anaesthesia  except  in  such  cases  as  the  following  :- 
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Contra-indications. 

1.  Bronchitis,  emphysema,  etc. 

2.  Phthisis. 

3.  Empyema  thoracis. 

4.  Dyspnoea,  Angina  Ludovici,  etc. 

5.  Albuminuria  and  diabetes. 

6.  Intra-cranial  operations. 

7.  Ophthalmic  operations. 

It  is  not  suitable  for  maintaining  anaesthesia 
during — 

1.  Abdominal  operations  and  examinations,  since 

muscular  relaxation  is  not  so  complete 
as  with  chloroform,  and  the  increased 
respiratory  movements  inconvenience  the 
surgeon. 

2.  Operations  on  the  jaws,  tongue,  mouth,  etc. 

3.  Operations  in  which  congestion  and  bleeding 

will  interfere  with  the  performance  of  the 
operation. 

The  Cleaning  of  the  Apparatus. 

After  an  administration  the  face-piece  should 
be  carefully  washed  with  soap  and  water,  then 
with  1  in  40  carbolic,  and  again  with  water. 
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The  bag  should  likewise  be  washed  with  water, 
subsequently  in  carbolic  and  agaui  in  water. 

The  ether  chamber  should  be  boiled. 

All  tongue  forceps,  gags,  props,  etc.,  should 
always  be  boiled,  and  treated  just  as  though  they 
were  instruments  to  be  used  for  an  operation. 

Difficulties  and  Dangers. 

The  difficulties  and  dangers  that  may  be  met  with 
during  an  administration  of  ether  are  of  either  cardiac 
or  respkatory  origin.  GeneraUy  speaking,  depres- 
sion and  failure  of  the  heart  do  not  occur  with  ether 
except  as  effects  secondary  to  respkatory  embarrass- 
ment. 

Respiratory  failure  during  anaesthesia  may  be 

due  to  : — 

1.  Mechanical  obstruction. 

2.  Paralysis  of  the  respiratory  centre. 

The  former  can  and  should  always  be  under  the 
control  of  the  anaesthetist.  Due  attention  to  the 
patency  of  the  air  way,  to  the  secretion  of  mucus 
and  saliva,  and  to  the  patient's  colour  ^vm  prevent 
any  interference  with  the  respkation  from  becom- 
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ing  a  real  danger.  Failure  of  respiration  of  central 
origin — if  indeed  it  ever  occurs  with  ether — ^never 
does  so  unless  a  large  over-dose  has  been  admin- 
istered. As  a  rule,  whenever  respiration  fails  under 
ether,  the  pulse  remains  of  good  quahty  sufficiently 
long  to  allow  of  restorative  measures  being  success- 
fully employed. 

If  artificial  respiration  is  not  performed,  cardiac 
failure  will  ensue,  but  this  must  be  a  very  uncommon 
event  since  ample  warning  of  the  danger  is  given. 


CHAPTER  IV 
CHLOROFORM 
Properties. 

Chloroform  is  a  colourless  volatile  liquid  having 
the  chemical  formula  CHCI3.  The  official  prepara- 
tion is  mixed  with  ethylic  alcohol  so  that  the  specific 
gravity  is  between  1-490  and  1-495.  The  addition 
of  alcohol  prevents,  in  some  measure,  decomposition 
of  the  liquid.  The  density  of  chloroform  vapour 
is  about  four  times  that  of  air  ;  it  has  a  penetrating 
sweetish  odour,  and  is  not  inflammable.  Chloroform 
may  be  prepared  from  ethylic  alcohol,  methylated 
alcohol,  or  acetone.  It  is  stated  by  some  observers 
that  these  different  varieties  of  the  drug  produce 
precisely  similar  effects.  The  majority  of  anaes- 
thetists, however,  prefer  to  employ  ethylic  chloro- 
form and  believe  it  to  be  the  safest  preparation. 
This  opinion  is  substantiated  by  experiments. 
Some  animals  are  extremely  susceptible  to  chloro- 
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form  and  are  readily  poisoned  by  the  inhalation 
of  its  vapour.  A  far  greater  percentage  die  under 
the  administration  of  methylated  chloroform  than 
under  that  of  ethylic  chloroform,  although  the 
same  care  is  exercised  in  each  case.  Chloroform 
should  be  kept  in  the  dark  and  in  firmly  stoppered 
bottles — it  is  decomposed  by  a  strong  light. 

The  following  tests  are  useful  in  practice  : — 
Pure  chloroform — 

1.  Is  colourless. 

2.  Is  neutral  to  Htmus  paper. 

3.  Evaporates  without  residue. 

4.  Has  a  sweet,  penetrating  but  not  irritating 

vapour. 

5.  Has  a  specific  gravity  of  1  •490-1-495. 

Apparatus  and  Administration. 

Chloroform  should  never  be  given  from  any  form 
of  closed  inhaler,  but  always  with  a  free  admixture  of 
au- :  any  method  of  administration,  therefore,  that 
does  not  conform  with  this  must  be  entkely  avoided. 

It  is  not  proposed  to  describe  here  the  various 
forms  of  chloroform  inhalers  that  are  in  existence, 


90  PRACTICAL  ANESTHETICS 

nor  yet  to  discuss  their  merits  and  demerits; 
suffice  it  to  say,  that  the  best  known  of  these 
inhalers— the  Vernon-Harcourt— is  most  ingeniously 
devised  so  that  the  anesthetist  may  know  the 


Fig.  9.— Mill's  Chloroform  Drop-bottle. 

exact  percentage  of  chloroform  vapour-  that  is 
being  inhaled  by  the  patient. 

The  only  method  of  administration  that  I  shall 
attempt  to  describe,  is  that  of  giving  chloroform 
by  a  graduated  series  of  "  drops." 

All  the  apparatus  required  is  a  drop  bottle-that 
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known  as  Mills'  pattern  is  perhaps  the  best — 
and  a  piece  of  thick  liat  about  12  inches  by  5. 
The  lint  is  folded  down  across  its  long  axis,  to  make 
a  double  thickness  about  6  inches  by  5  ;  it  is 
then  further  creased  lengthwise,  and  held  at  the 
meeting  point  of  the  two  folds,  so  as  to  form  a 
sort  of  cone. 

Induction  of  Anaesthesia. 

The  lint  is  held  over  the  patient's  face,  which 
at  first  it  should  not  actually  touch.  After  the 
first  few  minutes  the  lint  is  allowed  to  rest 
gently  on  the  face,  but  is  not  closely  applied, 
air  being  allowed  to  enter  freely  under  the  edges. 
The  chloroform  bottle  is  held  in  the  right  or,  to 
speak  more  correctly,  in  the  disengaged  hand.  By 
inverting  the  bottle  and  at  the  same  time  shaking 
it  once,  a  certain  amount  of  chloroform  is  poured 
out  on  to  the  Imt.  This  amount  is  spoken  of  as  a 
"  drop  "  and  will  be  so  referred  to  in  the  following 
pages.  Two  "  drops  "  are  given  by  shaking  the 
bottle  over  the  lint  twice,  and  so  on,  twenty  drops 
being  actually  equivalent   to   about    1  drachm. 
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As  soon  as  a  drop  of  chloroform  has  been  shaken 
on  to  the  lint  the  latter  is  quickly  turned  over  and 
the  moistened  surface  held  about  two  inches  from 
the  patient's  face.    As  akeady  mentioned,  the  lint 
may  after  a  few  minutes  be  allowed  to  rest  lightly 
on  the  face,  and  by  using  the  same  hand  both  to 
shake  the  bottle  and  also  to  turn  the  lint,  the  other 
is  left  free  to  hold  the  jaw  forward  or  perform  any 
other  duty  that  may  be  necessary.    Some  practice 
is  necessary  for  the  acquirement  of  the  manual 
dexterity  to  accomplish  this  neatly  and  quickly. 
My  own  custom  is  to  hold  the  bottle,  when  at  rest, 
between  the  palm  of  the  hand  and  the  tips  of 
the  fourth  and  fifth  fingers.    When  chloroform 
is  required,  the  bottle  is  pushed  up  in  the  hand 
with  the  thumb  against  its  neck,  so  that  the  mdex 
finger  rests  upon  the  stopper,  and  the  other  fingers 
upon  the  side  of  the  bottle.     The  bottle  should 
be  completely  inverted,  and  the  stream  can  thus 
be  accurately  directed  on  to  the  lint.    This  havmg 
been  done,  the  bottle  is  allowed  at  once  to  shp 
back  into  the  palm  of  the  hand  ;  then  the  mdex 
and  middle  fingers  with  their  palmar  sm-faces  up- 


CHLOROFORM 


93 


wards  are  slipped,  the  former  under,  the  latter  over 
the  lint,  and  by  a  twisting  movement  the  moistened 
surface  is  turned  next  to  the  patient's  face. 

If  done  in  this  way,  the  stopper  being  in  the 
palm  of  the  hand  and  covered  by  the  thumb,  there 
is  no  danger  of  inadvertently  spilling  chloroform 
over  the  patient's  face. 

Another  point  to  be  remembered,  is  to  sprinkle  the 
chloroform  as  widely  as  possible  over  that  part 
of  the  lint  which  covers  the  mouth  and  nostrils. 
It  should  not  of  course  be  applied  where  its  vapour 
wiU  not  be  inhaled.  This  distribution  of  the  liquid 
ensures  a  more  even  vaporization  and  prevents 
the  lint  from  becoming  sodden. 

These  details  of  manipulation  have  been  men- 
tioned for  three  reasons  : — 

Firstly;  it  is  important  that  the  anaesthetist 
should  have  one  hand  not  employed  in  the 
administration  of  the  chloroform. 
Secondly,  if  the  actions  are  not  performed  rapidly 
a  considerable  proportion  of  the  chloroform 
vapour  escapes  before  it  is  inhaled  by  the 
patient. 
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Thirdly,  chloroform  will  usually  blister  the 
patient's  face  if  spilled  upon  it. 

Some  administrators  make  a  practice  of  smearing 
vaseline  on  the  face  before  beginning  the  anses- 
thetic  ;  this,  although  a  wise  precaution,  is  really 
unnecessary  if  the  chloroform  is  properly  given. 

In  giving  chloroform  the  following  points  are  to 
be  aimed  at : — 

1.  Gradual  administration,  beginning  with  a  very 

dilute  vapour. 

2.  Slow  but  uniform  increase  in  the  strength  of 

the  vapour. 

3.  Addition  of  drops  at  regular  intervals  of  time. 
With  these  ideals  in  view,  one  drop  only  is  given 

to  begin  with,  and  a  second  drop  after  twenty 
seconds.  After  another  tw;finty  seconds  two  drops 
are  given,  and  repeated  after  a  similar  interval. 
Twenty  seconds  later,  three  drops  are  given,  and 
so  on  up  to  six  drops,  which  in  ordinary  cases  wiU 
prove  sufficient.  In  this  manner  the  strength  of 
the  vapour  begins  at  the  minimum  and  is  increased 
gradually  and  regularly.  The  amount  that  wUl  be 
required  for  each   patient  to  induce  anaesthesia 
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can  only  be  determined  by  the  administrator  him- 
self. No  dogmatic  statements  can  be  made  on  this 
point,  but  for  children  up  to  ten  or  eleven  years 
of  age,  tliree  drops  wUl  usually  be  found  to  suffice. 
When  the  anaesthetist  reaches  the  stage  of  giving 
what  he  decides  is  sufficient  as  a  maximum  number 
of  drops,  he  continues  to  give  that  number  without 
further  increase  until  the  patient  becomes  anaesthe- 
tised, and  for  some  time  longer.  After  the  required 
degree  of  anaesthesia  has  been  obtained,  the  amount 
of  chloroform  can  generally  be  reduced  by  degrees 
until  a  point  is  reached  at  which  the  anaesthesia 
can  be  maintained  with  a  minimum  dose.  It  is 
again  impossible  for  any  one  but  the  administrator 
to  determine  what  the  minimum  should  be  in  any 
particular  case,  or  when  the  reduction  in  dosage 
should  be  commenced.  The  expert  anaesthetist 
may  at  times  deem  it  necessary  to  increase  or 
diminish  the  strength  of  the  vapour  according  to 
the  condition  of  his  patient :  his  reasons  for  so 
doing  and  the  indications  he  follows,  though  to  him 
clear,  will  probably  escape  altogether  the  notice 
of  the  inexperienced  man. 
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It  is  in  determining  accurately  the  correct  maxi- 
mum and  the  correct  minimum  dosage  required 
that  the  knowledge  and  skill  of  the  anaesthetist 
are  most  called  into  play. 

Signs  of  Anaesthesia. 

When  the  graduated  method  of  inducing  chloro- 
form anaesthesia  is  employed,  the  following  sequence 
of  phenomena  is  observed  : 

1.  The  respirations  gradually  increase  in  fre- 

quency, the  rate  of  increase  being  propor- 
tional to  the  rate  at  which  the  strength  of 
chloroform  vapour  is  augmented. 

2.  The  respirations  become  by  degrees  more  and 

more  regular. 

3.  The  pupU  slowly  contracts,  until  it  eventually 

becomes  pin-point  and  inactive  to  light. 

4.  The  conjunctival   and  even  the  corneal  re- 

flexes are  abolished. 

5.  When    the    pupil  becomes  contracted,  the 

respiratory  rhythm  changes  somewhat  sud- 
denly. The  breathing  becomes  deeper  and 
perfectly  regular,  with  soft  snoring.  In  other 
words,  the  respiration  becomes  automatic. 
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"  Automatic  respiration  is  the  fundamental 
sign  of  the  state  of  unconsciousness.  The 
contracted  pupil  is  the  measure  of  the  lotvest 
degree  of  unconsciousness  induced  by  CHCl^ — 
i.e.  ancesthesia."  (Richard  Gill.)  ,^ 

6.  The  muscles  become  relaxed. 

7.  The  pulse  is  slightly  increased  in  frequency 

from  the  normal  rate  after  the  onset  of  auto- 
matic breathing. 
The  normal  pulse  rate  referred  to  is  that  of  a 
day,  or  at  least  some  hoiu-s,  before  the  commence- 
ment of  the  administration,  not  necessarily  that 
observed  when  the  patient  is  on  the  table.  For 
at  the  time  that  the  anaesthetic  is  begun,  the  pulse 
is  almost  invariably  increased  in  frequency,  at  times 
markedly  so,  owing  to  the  excitement  and  nervous- 
ness that  are  naturally  produced  by  the  expectation 
of  the  operation.  The  stages  of  chloroform  anaes- 
thesia are  similar  to  those  of  ether  {v.  Ch.  Ill,  p.  61), 
but  more  prolonged  and  more  easily  distinguished. 

Maintenance  of  Anaesthesia. 
The  condition  of  automatic  breathing  having 
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been  reached,  the  administrator's  attention  is  now 
directed    towards    maintaining    this  condition 
throughout  the  operation.      Acting  on  what  Mr. 
Gm  has  termed  "  the  law  of  diminishing  resistance:' 
we  find  that  it  is  essential  for  the  welfare  of  the 
patient  that  the  strength  of  the  cliloroform  vapour 
be  gradually  reduced  as  the  administration  pro- 
ceeds.    If  the    anaesthetist   should   continue  to 
supply  the  maximum  amount  of  vapour  that  was 
requisite  for  the  induction  of  anaesthesia,  he  would 
find  that  the  character  of  the  breathing  became 
altered. 

The  respu-atory  rhythm  would  become  irregular, 
instead  of  continuing  automatic  ;  the  pupil  would 
become  dilated,  but  inactive  to  light.    There  would, 
in  fact,  be  signs  of  chloroform  over-dose  ;  and  that 
this  is  the  true  explanation  of  the  phenomena  would 
be  speedHy  proved  by  the  removal  of  the  lint.  The 
respirations  would  then  gradually  acquire  once  more 
their  automatic  rhythm,  and  the  pupH  return  to 
its  inactive  contracted  state,  provided  always  that 
the  over-dose  had  not  been  pushed  too  far. 

It  is  necessary,  therefore,  to  reduce  the  strength 
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of  the  chloroform  vapour  from  the  maximum  at 
some  time  after  the  condition  of  anaesthesia  lias 
been  produced.    If,  however,  the  vapour  be  too 
suddenly  lessened  in  quantity,  signs  of  returning 
consciousness  are  manifested.    Hence  the  amount 
of  chloroform  given  must  be  gradually  diminished 
until  the  irreducible  minimum  is  reached  which 
wiU  suffice  to  maintain  a  proper  anaesthesia.    It  is 
impossible  to  give  any  exact  rule  as  to  the  time  at 
which  the  reduction  can  be  commenced,  but  in  the 
majority  of  cases  the  anaesthetist  will  be  able  to 
diminish  the  chloroform  dose  after  the  operation 
has  been  in  progress  for  about  ten  minutes.  The 
reduction  should  be  effected  by  decreasing  the 
number  of  drops  slowly  and  regularly,  in  an  exactly 
similar  manner  to   the  graduated  system  of  in- 
crease described  for  the  induction  of  the  anses- 
thesia. 

The  acquurement  of  any  degree  of  perfection  in 
the  management  of  this  anaesthetic  can  only  be  ob- 
tained by  practice  and  by  acting  as  administrator 
under  the  guidance  of  an  expert.  Nevertheless, 
even  the  inexperienced  man  is  far  less  likely  to  run 
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into  danger  if  he  adopts  the  graduated  method 
of  administration  than  if  he  works  upon  any  other 
system.  For  his  aim  will,  at  all  events,  be  to  give 
the  minimum  quantity  of  chloroform  vapour; 
moreover,  the  slowness  and  steadiness  with  which 
he  increases  or  diminishes  his  dose,  will  give  him  time 
to  act  upon  signs  of  excess  or  lack  of  chloroform 
vapour,  before  any  untoward  events  occur. 

Sleep. 

It  occasionally  happens  during  the  gradual  in- 
duction of  chloroform  ansesthesia,  that  the  respira- 
tions become  almost,  though  not  quite,  automatic 
and  the  pupils  contacted  at  an  earlier  stage  than 
might  have  been  expected.     From  the  amount  of 
chloroform  given,  and  from  the  duration  of  the  in- 
halation, the  administrator  should  know  that  he 
has  not  produced  anaesthesia-it  is  what  is  caUed 
chloroform    sleep.    This    condition    occurs  more 
frequently  in  children  than  in  adults  ;  in  the  case 
of  the  former  it  is  extremely  difficult  to  distinguish 
the  regular  breathing  of  sleep  from  the  automatic 
respirations  of  anaesthesia.    Moreover,  stimulation 
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of  the  conjunctiva  is  usually  insufficient  to  elicit 
the  reflex  or  to  arouse  tlie  child.  Pincliing  the  skin, 
especially  of  the  inner  side  of  the  arm,  will  prove 
an  effective  method  of  distinguishing  the  two  con- 
ditions, but  marks  of  bruising  caused  in  this  way 
do  not  subsequently  find  favour  with  the  parents. 
It  is  important  to  distinguish  sleep  from  anaesthesia, 
for  should  the  operation  be  begun  too  soon  the 
patient  Avill  struggle  and  possibly  cry  out,  the  pupil 
will  at  the  same  time  be  observed  to  dilate,  and 
shock  may  supervene. 

"Relative"  Over-dose. 

There  is  a  factor  in  chloroform  anaesthesia 
Avhich  is  too  often  overlooked,  with  the  result  that 
false  ideas  are  formulated  with  regard  to  the  action 
of  the  drug.  This  factor  is  imperfect  respiratory 
interchange  of  gases.  During  a  normal  case  it 
does  not  appear,  but  should  there  be  any  obstruc- 
tion to  the  patency  of  the  air  way,  as  from  falling 
back  of  the  jaw  and  tongue,  a  laboured  and  difficult 
position,  excessive  mucus,  etc.,  then  it  calls  for 
early  recognition. 
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Whether^the  condition  so  produced  is  due  to 
deficient  oxygenation,  or  to  excess  of  CO^,  added 
to  the  toxic  properties  of  cliloroform  in  the  blood, 
matters  little  for  our  purpose.    It  will  suffice  to 
say  that  in  chloroform  anaesthesia  the  respiratory 
quotient  is  normally  lowered — both  oxygen  intake 
and  CO2  output  being  diminished,  but  the  latter 
more  than  the  former.    The  range  of  respiratory 
movements     also    decreases    during  cliloroform 
anesthesia,  coincidently  with  the  alteration  of  the 
gaseous  interchange.    This  alteration,  though  per- 
haps partly  accounted  for  by  lessened  tissue  meta- 
bolism, would  appear  from  experiments  performed 
by  Bert  and  others  to  be  due  to  actual  diminution 
of  oxygen  and  increase  of  CO2  in  the  blood.    It  is 
probable,  therefore,  that  should  the  aeration  of  the 
blood  be  still  further  altered  by  mechanical  obstruc- 
tion to  the  respiratory  machine,  the  toxic  effects 
of  chloroform  will  be  greatly  increased. 

This  is  amply  borne  out  by  experience,  and  the 
condition  may  be  appropriately  termed  "relative 
over-dose." 

As  an  illustration  of  this  phenomenon,  it  will 
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be  well  to  consider  the  case  of  a  patient  in  whom 
the  ail-  way  has  become  suddenly  or  gradually 
occluded  during  a  previously  normal  cliloroform 
admmistration.  The  respiration  becomes  laboured 
and  quickened,  the  colour  dusky,  the  pupil  dilated  ; 
and  yet  the  amount  of  chloroform  vapoiu?  has  not 
been  mcreased.  As  soon  as  the  tongue  is  pulled 
forward  or  other  cause  of  obstruction  removed, 
the  respirations  resume  their  quiet  automatic 
character,  the  colour  improves,  and  the  pupil  re- 
turns to  its  contracted  state.  In  other  words,  the 
dose  of  chloroform  which  is  correct  during  normal 
breathing  proves  excessive  when  complicated  by 
imperfect  aeration  of  the  blood.  Had  the  obstruc- 
tion in  our  hypothetical  case  not  been  removed,  the 
result  woidd  have  been  increasingly  laboured  and 
slowed  respirations,  a  widely  dilated  inactive  pupil, 
dusky  pallor,  feeble  pulse  and  finally  death. 

The  prevention  of  relative  over-dose  follows  from 
what  has  been  said  as  to  its  causation.  Provided 
that  air  is  passing  freely  into  and  out  of  the  lungs, 
there  can  be  little  danger  save  from  absolute  over- 
dose or  sudden  cardiac  failure.    Consequently  the 
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respirations  must  be  carefully  watched,  and  any 
embarrassment  promptly  attended  to.  Tlie  char- 
acter of  the  breathing  is  a  far  more  trustworthy 
sign  than  any  other,  and  should  therefore  receive 
more  attention.  At  the  same  time,  the  state  of 
the  pulse,  pupil,  and  colour  should  be  observed, 
and  any  departure  from  the  normal  accounted  for, 
and,  if  possible,  remedied. 

The  treatment  of  relative  over-dose  consists 

in — 

1.  Withdrawing  the  anaesthetic. 

2.  Removing    the    obstruction    to  resphation. 

Not  only  should  the  jaw  ^nd  tongue  be 
pulled  forward,  but  the  throat  should  also  be 
swabbed  out. 

3.  Briskly  rubbing  the  patient's   lips   with  a 

towel. 

4.  Lowering  of  the  patient's  head. 

5.  The    employment    of    artificial  resphation, 

should  arrest  of  breathing  have  occm-red. 
It  is  highly  important  to  recognize  and  treat  these 
cases  early.    If  this  is  done,  even  if  resphation  has 
ceased,  they  usuaUy  recover,  provided  that  the 
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chloroform  has  not  been  pushed  to  a  degree  of 
actual  over-dose. 

Actual  Over-dose. 

Death  from  actual  over-dose  must  be  exceedingly- 
rare  if  the  graduated  method  of  administration  is 
employed.  It  is,  however,  easy  to  understand 
that  this  is  not  only  a  possible  but  a  jsrobable  event 
if  chloroform  be  given  from  a  closed  inhaler — 
that  is  to  say,  an  apparatus  which  allows  of  to  and 
fro  breathing.  If,  for  instance,  a  cloth  or  mask 
be  saturated  in  cliloroform,  and  then  held  tightly 
over  the  patient's  face,  a  comparatively  few  breaths 
of  the  strong  and  heavy  vapour  will  suffice  to  pro- 
duce an  actual  over-dose.  The  effects  produced  are 
primarily  on  the  circulatory  system,  from  a  much 
diminished  blood-pressure  following  toxic  dilatation 
of  the  cardio-vascular  musculature.  The  fall  in 
blood-pressure  leads  to  respiratory  arrest  from 
anaemia  of  the  centre,  whUe  the  heart  continues  to 
beat  for  a  time.  When,  however,  a  fatal  over-dose 
has  been  actually  administered,  both  cardiac  and  re- 
spiratory arrest  seem  to  occur  at  the  same  moment. 
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The  Signs  of  Over-dose  are  : — 

1.  Failing  pulse. 

2.  Failing  respiration. 

3.  Dilated  inactive  pupils. 

4.  Pallor. 

These  rapidly  progress  to  absolute  cardiac  and 
respiratory  cessation,  and  there  is  little  hope  of 
recovery  unless  early  and  continued  efforts  be  made. 

The  treatment  has  been  already  alluded  to  under 
the  heading  of  "Relative  Over-dose." 

The  Pupil. 

During  cliloroform  anaesthesia  the  pupil  should 
be  contracted,  but  there  are  numerous  conditions 
which  affect  it  and  lead  to  more  or  less  dilatation. 
The  administrator  must  distinguish  clearly  between 

1.  The  dilated,  reacting  pupil. 

2.  The  dilated,  inactive,  or  sluggish  pupil. 

The  former  usually  calls  for  an  increased  quantity 
of  the  angesthetic  and  is  associated  with  some 
lid  reflex  and  swallowing  movements. 

The  latter  may  signal  (1)  impending  vomiting, 
(2)  over-dose,  either  actual  or  relative.  Tlu-catened 
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vomiting  requires  the  administration  of  more 
chloroform  and  may  be  thereby  avoided  ;  over-dose 
is,  of  course,  an  indication  for  more  air  and  cessa- 
tion of  the  anaesthetic.  When  vomiting  is  immi- 
nent, the  pupil  which  has  been  previously  con- 
tracted dilates  suddenly.  At  the  same  time  pallor, 
small  rapid  pulse,  contraction  of  the  abdominal 
muscles  and  signs  of  returning  consciousness, 
such  as  swallowing  movements  and  corneal  reflex, 
are  observed.  The  dilated  jDupil  of  over-dose,  on 
the  other  hand,  is  accompanied  by  the  other  signs 
of  cliloroform  narcosis  already  enumerated. 

It  is  thus  made  evident  that  the  state  of  the 
pupU  is  not  an  infallible  guide  to  the  condition  of 
the  patient,  but  it  is  useful  as  an  accessory  to  the 
other  phenomena  of  anaesthesia. 

After  Eflfects. 
1.  Vomiting.— This  has  been  dealt  with  in 
Chapter  I,  pp.  18-21.  It  will  be  sufficient  here 
to  remind  the  reader  that  vomiting  is  less  com- 
mon, but  is  occasionally  much  more  prolonged, 
after  chloroform  than  after  ether. 
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2.  Shock  and  Collapse.— These  have  also  been 
referred  to  fully  in  Chapter  I,  pp.  21-27  ;  they 
are  usually  a  direct  result  of  the  operation,  not  of 
the  ansesthetic.  Shock  is  diminished  by  true, 
but  may  be  increased  by  incomplete  anaesthesia. 
Collapse  may  be  the  result  of  a  relative  or  actual 
over-dose  of  chloroform. 

3.  Pulmonary  Complications  after  chloroform 
are  extremely  rare  as  contrasted  with  those  follow- 
ing ether.  Most  of  those  that  have  occurred  have 
been  septic  broncho-pneumonia,  attributable  to  the 
inhalation  of  blood,  etc.,  during  unconsciousness. 

4.  Delayed  Chloroform  Poisoning  is  a  very 
rare  condition,  although  a  number  of  fatal  cases 
have  been  recorded  during  the  last  few  years. 

It  would  seem  that  cliloroform  may  induce 
fatty  degeneration  of  the  liver  and  muscles,  not 
unlike  that  of  phosphorus  poisoning.  The  symp- 
toms are  vomiting,  pallor,  usually  jaundice,  excess 
of  acetone  and  diacetic  acid  in  the  urine,  coma, 
and  finally  death. 

The  pathology  of  this  "acid  intoxication 

at  present  unknown. 


"  is 
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DifBculties  and  Dang-ers. 

The  difficulties  and  dangers  of  chloroform  may 
be  divided  into  two  classes  : — 

1.  Respiratory  : — 

(a)  Of  central  origin. 

(6)  Of  obstructive  origin. 

2.  Circulatory  : — 

(a)  Primary  cardiac  failure. 
(6)  Cardiac  failure  from  relative  over-dose, 
(c)  Cardiac  failure  from  actual  over-dose. 
1.  (a)  Failure  of  respiration  from  paralysis  of 
the  respiratory  centre  is  due  to  failure  of  the 
circulation.    The  toxic  effect  of  chloroform  upon 
the  vascular  musculature,  and  the  secondary  cere- 
bral anaemia  that  may  ensue,  have  been  already 
alluded  to.    The  treatment  must  consequently  be 
that  of  the  cause,  i.e.  over-dose  (pp.  101-106). 

1.  (b)  Failure  of  respiration  of  other  than  central 
origin  is  due  to  mechanical  obstruction. 
a.  Falling  back  of  the  tongue. 
/3.  Excessive  mucus. 

i' 

y.  Laryngeal  stenosis,  growths,  etc. 

8,  Foreign    bodies    obstructing  the  air  way, 
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e.g.  teeth  plates,  vomited  material,  blood, 
pus,  etc. 

e.  Restricted  expansion  of  the  lungs,  as  with 
empyemata,  large  abdominal  tumours,  etc., 
or  with  the  prone  position. 
The  first  treatment  of  failing  respiration  due  to 
one  of  these  causes  is  to  remove  the  obstruction. 
Tracheotomy  may  at  times  be  necessary. 
The  management  of  the  cases  which  come  under 
the  heading  e  is  dealt  with  in  Chapters  VII  and  VIII. 

When  the  obstruction  has  been  removed,  or 
where  none  exists,  the  treatment  of  failing  respira- 
tion under  chloroform  is  as  follows  : — 

1.  Withdraw  the  anaesthetic. 

2.  Lower  the  head  and  shoulders.     This  is  a 

most  important  action  when  there  is  failure  of 
the  respiratory  centre,  in  that  it  is  directed 
towards  increasing  the  quantity  of  blood 
going  to  the  brain. 

3.  Rub  the  lips  briskly  with  a  towel. 

4.  PuU  the  tongue  forward  and  keep  the  air  way 

as  patent  as  possible. 
If,  however,  the  respiration  does  not  improve  in 
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spite  of  these  measures,  the  chest  must  be  com- 
pressed. It  is  well  to  note  that  in  all  cases  of 
chloroform  over-dose  the  first  movement  of  artificial 
respiration  must  be  directed  towards  expelling  as 
much  of  the  chloroform  vapour  as  possible,  before 
admitting  fresh  au-.  The  chest  must  therefore 
be  compressed  first  of  all,  and  artificial  respiration 
proceeded  with  at  once  if  necessary.  In  cases  of 
asphyxia,  phlebotomy  should  be  performed  in 
order  to  relieve  the  over  distension  of  the  right 
side  of  the  heart.  The  importance  of  early  action 
in  these  cases  cannot  be  too  strongly  emphasized  : 
a  fatal  issue  often  follows  initial  delay. 

2.  (a)  The  term  "  primary  cardiac  failure  "  is 
applied  to  the  sudden  cessation  of  the  heart's  action 
which  occasionally  occurs  dinring  the  initial  stages 
of  chloroformisation,  i.e.  the  induction  period.  We 
will  not  attempt  to  discuss  whether  cardiac  arrest 
follows  or  precedes  respiratory  failure  :  it  is  suffi- 
cient to  know  that  in  the  vast  majority  of  fatal 
cases  it  is  impossible  to  determine  the  sequence 
of  events— both  cardiac  and  respiratory  failure 
Qccurrmg  with  startling  suddenness. 
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As  far  as  our  present  knowledge  goes,  primary 
cardiac  failure  may  be  due  to  one  of  three  factors— 
Firsthj,  fear  on  the  part  of  the  patient  {v. 

Chapter  I,  p.  5). 
This  may  possibly  account  for  some  of  those 
sudden  deaths,  in  the  same  way  that  it  caused  them 
occasionaUy  in  the  da^s  before  anaesthetics  were 
employed.    It  is,  however,  more  probable  that  this 
factor  wHl  come  into  play  just  before  the  stage  of 
anaesthesia  is  reached,  owing  to  the  efiects  produced 
by  emotion  on  the  respiration  and  circulation. 
The  effects  are  more  serious  when  chloroform  is 
being  administered   than  when  any  other  anaes- 
thetic is  used,  owing  to  the  facts  already  stated  in 
connexion  with  "  Relative  Over-dose." 

Secondly,  shock  induced  by  some  stimulus  applied 
before  aneesthesia  is  complete  {v.  Chapter 
I,  p.  23). 

Thirdly,  administration  of  too  strong  a  vapour. 

Sudden  death  can  occur  during  the  induction 
stage  from  a  species  of  over-dose  :  that  is  to  say, 
if  a  very  strong  chloroform  vapour  is  inhaled  from 
the  commencement  of  the  administration,  a  fatal 
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result  may  ensue  even  though  the  total  amount  of 
chloroform  given  may  appear  comparatively  small. 

Such  an  event  is  more  likely  to  occur  when  a 
sudden,  instead  of  a  slow  and  gradual  method  of 
administration  is  employed. 

2.  (&)  and  (c).  Relative  and  actual  over-dose 
have  been  dealt  with  on  pp.  101-105. 

The  changes  that  occur  with  cardiac  failure  are 
extremely  rapid  in  their  onset. 

These  are  sudden  pallor,  widely  dilated  pupils, 
slow  sighing  respiration  for  one  or  two  breaths, 
diminution  of  the  pulse  until  it  becomes  impercep- 
tible, and  finally  complete  absence  of  any  of  the 
signs  of  life. 

There  are  no  certain  means  by  which  animation 
can  be  restored,  but  m  addition  to  the  efforts 
directed  towards  restormg  respiration,  hot  towels 
should  be  applied  to  the  head  and  precordium. 

Drugs  such  as  strychnine  are  of  little,  if  any, 
use  in  these  cases  :  even  if  they  would  affect  the 
arrested  heart  they  cannot  be  carried  to  it  in  the 
absence  of  circulation. 

Some  authorities  have  recommended  the  inhala- 
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tion  of  amyl  nitrite  during  artificial  respiration  :  it 
is  improbable  that  this  measure  will  prove  success- 
ful, and  theoretically  it  is  quite  wrongly  employed 
in  those  cases  in  which  the  blood  pressure  has  been 
already  lowered  by  the  toxic  action  of  chloroform. 
The  subcutaneous  injection  of  suprarenal  extract 
is  far  more  logical,  and  might  prove  of  service  if 
performed  early,  i.e.  before  actual  cardiac  arrest 
has  supervened. 

The  administrator  must  be  more  concerned  with 
the  prevention  than  with  the  treatment  of  these 
dangers,  especiaUy  so  because  the  latter  is  of  no 
avail  in  severe  cases. 

It  will  not  be  out  of  place  to  repeat  here  those 
details  of  the  administration  which  are  most  im- 
portant in  preventing  such  fatalities  :— 

1.  The  patient  must  always  be  recumbent. 

2.  Every  effort  should  be  made  to  reassure  a 

frightened  patient,  and  nothing  done  which 
might  alarm  him. 

3.  The  operation  must  not  be  begun,  nor  the 

patient  transferred  to  the  table,  nor  clothing, 
preparatory  dressings,  etc.,  removed  until 
the  patient  is  fully  anaesthetised. 
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4.  The  induction  of  antestliesia  must  be  slow 

and  regular. 

5.  No  obstruction  to  respiration  must  be  allowed 

to  persist. 

6.  During  the  maintenance  of  anaesthesia  the 

minimum  dosage  of  chloroform  should  be 
given. 

7.  Due  attention  must  be  paid  to  the  prepara- 

tion of  the  patient. 

8.  The  anaesthetist  must  be  perpetually  on  the 

watch  for  signs  of  impending  danger. 

Junker's  Inhaler. 

Junker's  inhaler  is  an  apparatus  by  means  of 
which  air  is  pumped  through  a  chamber  containing 
chloroform,  and  the  resulting  vapour  is  inhaled 
by  the  patient.  It  consists  of  a  bottle  with  a 
metal  screw  stopper  :  through  the  latter  two  tubes 
pass  into  the  former.  One  tube  is  long,  and  ex- 
tends nearly  to  the  bottom  of  the  bottle  ;  it  is  con- 
nected on  the  outside  with  a  pump  or  rubber 
bellows.  The  other  tube  opens  just  beneath  the 
stopper  and  is  continuous  outside  the  bottle  with 


116         PRACTICAL  ANESTHETICS 

a  length  of  rubber  tubing.     When  the  bottle  is 
partially  filled  with  chloroform  and  the  bellows 
are   compressed,    ak  is   forced  into   the  bottle 
through  the  longer  tube,  traverses  the  liquid,  and 
emerges   through   the   shorter   tube,  chloroform 
vapour  being  added  en  route.    To  the  original 
pattern  of  this  apparatus  a  mask  was  attached 
into  which  the  chloroform-air  mixture  was  pumped 
and  from  which  the  patient  inhaled.    Even  now 
some  writers  advocate  this  method  of  chloroform 
administration,  but  it  has  the   disadvantage  of 
prolonging  the  induction  period  to  such  an  extent 
that  vomiting  frequently  occurs.    Moreover,  it  is 
sometimes  quite  ineffective  in  producing  anaesthesia, 
and  is   on  that  account  inapplicable  to  strong 
people,  although  possibly  suitable  for  children. 

The  great  utility  of  Junker's  inhaler  lies  in  its 
adaptability  to  nasal  and  oral  surgery-that  is  to 
say,  cases  in  which  the  surgeon  must  not  be  in- 
commoded by  a  mask  or  lint  on  the  face.  For 
such  operations  a  flexible  metal  tube,  capable  of 
being  rendered  aseptic  by  boiling,  is  attached  to 
the  exit  tube.     Anesthesia  having  been  mduced 
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in  the  ordinary  manner  by  lint  and  drop  bottle, 
it  is  maintained  by  blowing  chloroform  through 
the  metal  tube  into  the  mouth  or  nose.  A  special 
form  of  gag  has  been  devised  to  the  blades  of  which 


Fig.  10. — Junker's  Chloroform  Inhaler. 

are  attached  tubes  connecting  with  the  exit  tubes 
of  the  inhaler  (Dr.  Hewitt). 

In  using  the  apparatus  the  following  points  should 
be  borne  in  mind  : — 

1.  The  bottle  must  not  be  filled  with  chloro- 
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form.  Half  an  ounce  is  usually  a  suffi- 
cient quantity.  If  the  bottle  has  been  over- 
filled, liquid  chloroform  will  be  ejected  from 
the  tube  when  air  is  pumped  in.  The  work- 
ing of  the  apparatus  should  always  be  tested 
before  it  is  employed  for  an  administration. 

2.  The  bottle  must  always  be  kept  upright,  or 

else  liquid  chloroform  A\dll  again  escape. 

3.  After  use  the  surplus  chloroform  should  be  at 

once  poured  out,  the  metal  tube  boiled,  and 
the  apparatus  suspended  by  the  hook.  If 
left  packed  in  a  box  the  rubber  tube  becomes 
kinked  and  so  spoiled. 

4.  In  cold  weather  the  bellows  may  be  found  to 

have  become  hardened.  Warming  before 
a  fire  for  a  few  moments  will  restore  the 
natural  softness  and  flexibility  of  the  rubber. 


CHAPTER  V 

ETHYL  CHLORIDE 

Ethyl  chloride  has  been  used  as  a  general  anaes- 
thetic on  the  Continent  for  many  years,  but  has 
only  recently  been  so  employed  to  any  extent  in 
this  country.  Much  has  been  written  in  the  medical 
press  concerning  this  comparatively  new  ansesthetic, 
and,  perhaps  as  a  result,  a  very  large  and  indis- 
criminate use  of  ethyl  cliloride,  and  several  fatal 
cases  have  followed. 

The  cases  in  which  it  is  emjDloyed  should  be 
selected  and  prepared  with  care.  The  practitioner 
will  be  wise  to  refrain  from  its  use  untU  he  has  been 
personally  instructed  in  its  administration  by  an 
expert,  or  has  seen  it  given  several  times.  It  should 
only  be  used  for  short  cases,  never  for  a  prolonged 
anaesthesia. 
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FiQ.  11. — Graduated 
bottle  with  spring 
spraying  nozzle  for  the 
admini stration  of 
Ethyl  Chloride. 


PRACTICAL  ANESTHETICS 

Apparatus. 

Many  ingenious  and  in  some 
cases   complicated    forms  of 
apparatus  have  been  devised 
for  the  administration  of  ethyl 
chloride.    The  one  that  I  have 
found  simplest,  cleanest  and 
most     generally  serviceable, 
consists  of  the  face-piece  and 
bag    of  the   Clover's  inhaler 
{vide  illustration,  p.  67).  It 
is  essential  that  the  tube  con- 
tained in  the  T  piece — through 
which  the  ethyl   chloride  is 
sprayed — should  project  into 
the  bag  and  not  end  opposite 
to  the  vertical    tube.  This 
prevents     the     liquid  being 
sprayed  into  the  face-piece  or 
on  to  the  patient's  face,  and 
ensures  its  entry  into  the  bag. 

Ethyl  chloride   for  general 
anaesthesia  is  supplied  by  the 
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manufacturers  in  sealed  graduated  tubes  with  a 
spraying  nozzle.  The  pattern  shown  in  the  illus- 
tration will  be  found  to  be  as  good  as  any  other. 

Dosage. 

For  a  single  administration,  5  c.c.  is  the  average 
dose  for  an  adult.  For  children  up  to  four  years 
of  age  2  CO.,  and  for  older  children,  weakly  sub- 
jects, etc.,  3  to  4  c.c.  will  prove  sufficient. 

Administration. 

The  position  of  the  patient  may  be  that  most 
convenient  for  the  surgeon — either  recumbent  or 
sitting.  The  face-piece  is  attached  to  the  bag  and 
the  requisite  amount  of  ethyl  chloride  sprayed  into 
the  latter  through  the  tube. 

The  tap  on  the  T-piece  is  then  closed. 

The  patient  is  directed  to  take  a  deep  inspira- 
tion ;  at  the  end  of  this  the  face-piece  is  applied 
and  he  is  told  to  breathe  into  the  bag. 

His  first  expiration  will  probably  fill  the  bag,  but 
if  it  does  not  do  so  the  face-piece  should  be  gently 
raised  during  the  next  inspiration  and  replaced  at 
its  close.    After  this  has  been  done,  to  and  fro 
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breathing  takes  place,  but  a  further  admission  of 
air  should  be  permitted  if  much  struggling  ensues. 
After  a  very  few  breaths  the  patient's  respirations 
become  regular,  automatic,  stertorous  and  not 
unlike  those  of  ether  anaesthesia :  the  eyeballs 
become  fixed,  the  pupils  moderately  or  widely 
dilated,  the  conjunctivae  insensitive,  the  colour  pink. 
As  soon  as  this  condition  has  ensued  the  operation 
may  be  commenced. 

For  dental  work  a  sufficient  duration  of  anaesthesia 
will  be  obtained  if  the  face-piece  is  removed  after 
the  first  two  or  three  stertorous  breaths,  but  for 
minor  surgical  operations  the  face-piece  must  be 
kept  in  position  and  one  breath  of  air  given  to 
every  four  from  the  bag. 

When  signs  of  returning  consciousness  present 
themselves  a  second  dose  of  ethyl  chloride  may  be 
sprayed  into  the  bag,  if  a  prolongation  of  the 
aneesthesia  is  requked. 

Special  Points  about  Ethyl  Chloride 
Administration , 

1.  Preparatory  treatment  of  the  patient  is  as 

important  before  ethyl  cMoride  as  before 
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ether  anaesthesia,  and  its  neglect  may  lead 
not  only  to  distressing  after  effects  but  also 
to  danger  during  the  administration. 

2.  A  dental  prop  should  be  inserted  between  the 

teeth  in  all  cases,  not  only  when  an  intra- 
oral operation  is  contemplated. 

3.  This  anaesthetic  is  best  suited  for  the  minor 

surgical  operations,  tonsils  and  adenoids, 
and  occasionally  for  dental  extractions.  It 
is  especially  useful  for  children  and  feeble 
people,  but  is  sometimes  also  of  great  service 
for  alcoholic  subjects. 

4.  It  must  never  be  given  in  any  case  in  which 

there  is  obstruction  to  respiration,  swelling 
or  engorgement  of  the  neck  or  throat. 

5.  No  cyanosis  must  be  permitted  even  during 

the  induction  period. 

Difficulties  and  Dangers. 

The  great  and  most  important  difficulty  that 
may  accompany  the  use  of  ethyl  chloride  is  spasm 
of  the  glottis  and  respiratory  muscles.  Although 
this  is  more  likely  to  arise  if  undue  deprivation  of 
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air  be  permitted,  nevertheless  it  may  occur  with- 
out the  intervention  of  any  such  factor.  Respira- 
tion ceases,  the  jaw  and  chest  become  absolutely 
rigid,  the  colour  changes  to  a  deep  dusky  hue. 
Treatment  must  of  course  be  directed  towards  keep- 
ing the  air  way  patent,  and  waiting  for  the  spasm 
to  subside  ;  but  I  believe  that  the  administrator  is 
almost  helpless  either  to  avert  or  to  check  this 
dangerous  condition.  The  anaesthetist  will  be 
well  advised  to  discontinue  the  administration  on 
the  appearance  of  the  very  first  threatening  of 
respiratory  spasm.  By  this  means  only,  but  not 
always  even  so,  will  the  safety  of  his  patient  be 
ensured. 

On  this  account  I  would  strongly  deprecate  the 
general  use  of  ethyl  chloride.  It  possesses  un- 
doubted advantages  over  nitrous  oxide  in  its 
portability  and  rapidity  of  action,  but  these  ad- 
vantages are  felt  by  the  anaesthetist  more  than 
by  the  patient.  As  regards  safety  it  camiot  com- 
pare with  gas  or  with  gas  and  oxygen. 

Faintness  and  vomiting  frequently  occur  as  after 
effects  ;  the  former  must  be  treated  by  keeping  the 
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patient  in  the  recumbent  posture— it  is  sometimes 
necessary  to  maintain  this  for  several  hours. 

Ethyl  Chloride  and  Ether. 

Ethyl  chloride  may  be  used  in  the  place  of  nitrous 
oxide  as  a  precursor  to  ether. 

The  Apparatus  required  consists  of  the  Clover's 
portable  ether  inhaler  with  small  bag  and  face- 
piece,  and  a  bottle  of  ethyl  chloride  and  of  ether. 

The  Administration  is  conducted  as  foUows: — 

1.  The  ether  reservoir  is  charged  with  H  to  2 

ounces  of  ether. 

2.  The  indicator  is  turned  to  0,  and  any  ether 

fumes  in  the  central  tube  blown  away. 

3.  The  small  bag  and  face-piece  are  attached. 

4.  The  tap  on  the  T-piece  is  opened,  the  requisite 

dose  of  ethyl  chloride  sprayed  into  the  bag, 
and  the  tap  then  closed. 

5.  The  face-piece   is  applied  to   the  patient's 

face.  The  same  method  of  procedure  is 
followed  as  with  ethyl  chloride  alone,  until 
stertorous  breathing  begins. 
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6.  The  ether  is  then  turned  on  to  the  extent 

marked  by  the  indicator  at  J.  This  amount 
is  slowly  but  steadily  increased  by  adding 
J  every  four  breaths,  until  IJ  is  reached. 

7.  The  administration  is  then  continued  as  with 

gas  and  ether  or  ether  alone,  one  breath  of 
air  being  allowed  to  every  four  from  the 
bag. 

It  is  advisable  to  turn  on  the  ether  slowly  in  the 
manner  described,  for  if  the  strength  of  the  vapour 
should  be  rapidly  increased,  straining  and  saliva- 
tion would  occur.  It  has  been  proved  by  experi- 
ence that  a  greater  secretion  of  saliva  and  mucus  is 
provoked  by  this,  than  by  the  gas  and  ether  method 
of  inducing  anaesthesia.  The  pupil  is  of  moderate 
size  or  somewhat  dilated  :  it  is  distinctly  larger 
than  that  associated  with  a  gas  and  ether  adminis- 
tration. Ethyl  chloride  and  ether  is  not  to  be 
preferred  to  nitrous  oxide  and  ether,  for  routine 
work,  but  it  is  unquestionably  useful  for  ansesthe- 
tising  patients,  such  as  alcoholic  individuals,  who 
may  be  expected  to  give  trouble  unless  the 
induction  period  is  extremely  short. 
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Somnoform.^ 

The  anesthetic  somnoform  may  be  dismissed 
with  a  few  words.  It  was  introduced  as  a  rival  to 
ethyl  chloride,  which  is  its  chief  constituent.  The 
administration  and  effects  produced  are  alike  in  the 
two  cases,  but  somnoform  is  apt  to  decompose  and 
becomes  then  highly  poisonous. 

Nitrous  Oxide  and  Ethyl  Chloride. 

The  administration  of  ethyl  chloride  preceded 
by  nitrous  oxide  gas  has  been  practised  by  some 
anaesthetists. 

The  results  obtained  up  to  the  present  time  do 
not  show  that  this  method  has  any  particular  ad- 
vantages, or  that  it  is  likely  to  prove  of  much  value. 


^  For  further  information  the  reader  is  referred  to  the 
author's  paper,  "  Somnoform  Anaesthesia."  {St.  Bartholo- 
meiv's  Hospital  Journal,  Jan.  1904.) 
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MIXTURES  AND  SEQUENCES 
A.C.E. 

The  alcohol -chloroform-ether  mixture  consists  of  : — 
Alcohol  .....     1  part 
Chloroform     ....      2  parts 
Ether     .....  Sparta 
It  should  always  be  freshly  prepared  and  the 

constituents  must  be  absolutely  pure. 

Administration. 

The  mixture  is  usually  administered  by  means  of 
a  Rendle's  or  similar  mask.  The  sponge  contained 
in  the  mask  is  first  wi'ung  out  in  warm  water  and 
then  soaked  in  one  or  two  drachms  of  the  mixtm-e. 
The  mask  is  gradually  applied  to  the  patient's  face, 
so  that  for  the  first  few  breaths  au'  is  allowed  to 
enter  beneath  the  cushion  of  the  face-piece.  After 
a  few  moments  the  mask  is  accurately  adapted  to 
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the  face,  so  that  the  air  inhaled  and  exhaled  by  the 
patient  passes  entirely  through  the  sponge  con- 
taining the  mixture.  Should  the  mask  be  closely 
applied  at  the  outset,  coughing  and  straining  would 
occur,  owing  to  the  sudden  administration  of  strong 
A.C.E.  vapour.  The  respirations  increase  both  in 
depth  and  frequency  as  the  induction  proceeds, 
until  they  become  regular,  deep,  automatic  and 
slightly  noisy.  The  pulse  increases  a  little  from 
the  normal,  both  in  force  and  frequency.  The  pupil 
contracts,  but  does  not  become  as  small  as  when 
chloroform  alone  is  used.  In  other  words,  the 
anaesthesia  obtained  with  A.C.E.  mixture  resembles 
that  of  ether,  rather  than  that  of  chloroform.  In 
ordinary  cases  the  patient  will  present  the  usual 
signs  of  complete  anaesthesia  after  ten  or  twelve 
minutes — it  is  not  a  good  practice  to  shorten  the 
induction  period  further  than  this.  At  regular 
intervals  of  a  few  minutes  the  sponge  must  be  re- 
moved from  the  mask,  squeezed  out  dry,  soaked  in 
the  mixture  and  replaced.  The  A.C.E.  mixture 
should  be  kept  close  at  hand  in  a  smaU  bottle, 
preferably  graduated  and   securely  corked,  from 
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which  it  can  be  conveniently  poured  on  to  the 
sponge  when  required.  This  mixture  was  recom- 
mended to  the  profession  as  being  safer  than  chloro- 
form, by  a  Commission  appointed  some  years  ago 
to  inquire  into  the  question  of  the  risks  attendant 
upon  the  use  of  the  various  anaesthetics. 

The  methods  of  administration  employed,  none 
of  which  differ  essentially  from  that  described 
above,  are  not  very  scientific.  No  attempt  is  made 
to  increase  and  decrease  the  dosage  with  the  same 
accuracy  as  with  chloroform  :  probably  even  better 
results  would  be  obtained  if  this  were  done.  In 
practice,  however,  A.C.E.  cannot  be  conveniently 
given  by  means  of  lint  and  drop  bottle,  since  the 
former  speedily  becomes  saturated  with  the  liquid. 
Moreover,  the  risks  of  over-dosage  are  extremely 
small  if  ordinary  care  be  exercised,  so  that  the 
comparatively  crude  method  of  administration, 
which  is  even  still  employed  by  some  for  chloroform, 
proves  safe  and  satisfactory  for  A.C.E.  mixture, 
though  dangerous  for  the  more  potent  drug.  It 
has  been  urged  by  some  authorities,  as  a  point 
against  A.C.E.  mixture,  that  the  evaporation  rates 
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of  its  three  constituents  are  different,  so  that  at 
one  time  more  ether,  at  another  more  chloroform  is 
inhaled.  Although  a  perfectly  reasonable  argu- 
ment this  does  not  seem  to  affect  the  safety  or 
utility  of  the  anjesthetic  in  actual  practice.  It  is 
doubtful  if  the  alcohol  in  the  mixture  is  of  any 
real  service,  indeed  many  anaesthetists,  among  them 
the  author,  prefer  to  use  chloroform  and  ether 
rather  than  A.C.E. 

Chloroform  and  Ether. 
C.E.  mixture  consists  of  : — 
Chloroform     ....      2  parts 

Ether  3  parts 

It  should  be  freshly  prepared  just  before  use. 
The  Administration  is  similar  to  that  of  A.C.E.  ; 
it  may  be  given  from  a  Rendle's  mask,  or  better 
still  from  the  inhaler  introduced  by  Dr.  Hewitt. 
Tor  children  or  feeble  patients  who  will  require  but 
a  very  smaU  dose  of  the  mixture,  the  lint  and  drop 
bottle  method  may  be  employed  :  in  most  cases, 
however,  this  is  not  satisfactory,  since  the  lint  soon 
becomes  sodden. 
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The  angesthesia  of  C.E.  mixture  is  not  so  quiet 
as  that  of  chloroform  :  the  breathing  is  deeper  and 
more  audible,  the  pulse  fuller,  the  pupils  less  con- 
tracted.   In  fact  the  phenomena  are,  as  we  should 
expect,  a  combination  of  those  produced  by  each 

drug  acting  alone. 

Both  A.C.E.  and  C.E.  mixtures  are  particularly 
suited  to  children,  and  to  aged  or  feeble  patients. 
They  are  not  so  suitable  for  strong  and  robust  in- 
dividuals, and  for  alcoholic  patients  they  are  almost 
useless.    The  very  fact  of  their  comparative  in- 
efficacy  to  induce  anaesthesia  in  the  robust  man, 
is  one  of  the  strongest  arguments  in  favour  of  their 
use  for  children  and  feeble  subjects.    For  it  is 
clear  that  an  actual  over-dose  must  be  a  very 
uncommon  event.    It  is  not  at  all  certain  that 
A.C.E.  possesses  any  advantages  over  C.E.  and 
some  observers  are  inclined  to  think  that  the 
former  is  more  apt  to  produce  a  troublesome  ex- 
citable stage  and  unpleasant  after  effects.  The 
latter  is  readily  prepared  by  the  anesthetist  when 
required,  and  is  easy  to  administer.     It  is  un- 
doubtedly safer  than  chloroform,  and  the  practi- 
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tioner  will  therefore  be  well  advised  to  give  it  the 
preference  Avhenever  it  is  possible  to  do  so. 

It  should  be  remembered  that  excitement  and 
struggling  during  induction  are  more  likely  to 
occur  than  when  cliloroform  is  used,  especially  if  a 
concentrated  vapour  be  suddenly  presented  to  the 
patient.  It  is  better  to  administer  small  doses, 
frequently  and  regularly  repeated,  than  to  give  large 
doses  at  long  mtervals. 

SEQUENCES, 
G  as-E  ther  -  Chloroform . 

The  gas-ether-chloroform  sequence  is  one  of  the 
most  useful  methods  of  inducing  and  maintaining 
anaesthesia.  The  administration  of  gas  and  ether 
and  the  arguments  in  favour  of  its  employment  as 
a  routine  method  of  inducing  ansesthesia  have  been 
already  considered  (Chap.  Ill,  p.  83).  It  now  re- 
mains to  discuss  the  advantages  to  be  gained  by 
changing  ether  for  chloroform,  and  the  proper  time 
at  which  this  should  be  done. 

Reasons  for  Changing  the  Anaesthetic. 

1.  A  long  etherisation  makes  the  patient  liable 
to  after-sickness,  bronchitis,  etc.,  and  the 
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discomfort  of  smelling  ether  for  many  hours. 
After  a  short  administration  of  ether,  these 
after  effects  are  often  absent,  rarely  marked. 

2.  Chloroform  anesthesia  is  quieter,  and  is  on 

that  account  more  convenient  for  the  surgeon. 

3.  The  danger  of  inducing  anaesthesia  with  chloro- 

form is  avoided,  the  advantage  of  maintain- 
ing it  with  chloroform  is  preserved. 

4.  A  more  complete  muscular  relaxation  is  ob- 

tained, which  is  especially  desirable  for 
abdominal  surgery. 

5.  Excessive  secretion  of  saliva  and  mucus  may 

make  the  change  imperative. 

The  nature  and  duration  of  the  operation  will 
to  a  large  extent  affect  the  time  at  which  the  change 
is  made.  When  dealing  with  intra-oral  and  similar 
operations  the  change  will  of  course  be  made  as  soon 
as  anaesthesia  is  complete. 

As  a  general  rule,  ether  should  be  replaced  by 
chloroform  after  half  an  hour.  In  abdominal 
surgery,  however,  for  the  reasons  stated  above, 
and  in  cases  where  engorgement  of  vessels  is  a 
disadvantage,  the  change  should  be  made  earlier. 
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The  aiic-estlietist  should  never  wait  until  the  secre- 
tion of  mucus,  etc.,  impels  him  to  discontinue  the 
ether  ;  if  he  does  so,  the  unpleasant  after  effects 
will  not  be  avoided.  He  should  exercise  all  possible 
care  and  observation  to  enable  him  to  anticipate 
such  events,  and  by  so  doing  will  the  subsequent 
comfort  and  safety  of  liis  patients  be  increased. 

When  the  change  of  anaesthetic  is  made  the 
character  of  the  respirations  then  in  evidence 
materially  influences  the  dosage  of  cliloroform. 
As  a  rule,  the  patient  will  be  breathing  deeply  and 
regularly  and  a  strong  vapour  of  chloroform  must 
not  be  given  for  fear  of  over-dose.  At  first,  there- 
fore, the  chloroform  should  be  given  in  small 
quantity — about  three  drops — but  if  necessary  this 
may  be  gradually  increased,  according  to  the 
patient's  condition.  By  degrees  what  may  be  called 
ether  breathing  is  replaced  by  the  quiet  respirations 
characteristic  of  chloroform  ansesthesia  ;  as  this 
transition  takes  place  it  is  only  natural  that  the 
number  of  drops  of  chloroform  must  be  increased 
in  order  to  maintain  the  same  degree  of  ansesthesia. 

After  cliloroform  has  been  inhaled  for  four  or  five 
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minutes  the  transition  from  ether  to  chloroform 
anaesthesia  wiU  be  complete.  The  remainder  of 
the  administration  differs  in  no  particular  from  that 
described  in  Chapter  IV,  but  the  anaesthetist  should 
endeavour  to  give  the  minimum  chloroform  dose 
from  the  outset.  In  accordance  with  "  the  law  of 
diminishing  resistance  "  the  number  of  drops  given 
will  be  gradually  decreased  as  the  operation  proceeds. 

Should  there  be  much  salivation,  etc.,  at  the 
time  that  the  change  is  made,  the  mouth  and 
throat  should  be  swabbed  out ;  and  if  the  quantity 
of  mucus  in  the  air  passages  be  excessive  it  may 
be  advisable  to  relax  the  depth  of  anaesthesia 
sufficiently  to  allow  the  patient  to  cough  and  so 
clear  the  trachea  and  larynx.  In  any  case  where 
much  mucus  and  saliva  are  present  the  administra- 
tion of  chloroform  must  be  conducted  slowly  and 
with  caution,  for  it  has  already  been  pointed  out 
that  the  dose  which  is  correct  under  normal  con- 
ditions becomes  a  "relative  over-dose"  when  ob- 
struction to  respiration  exists.  The  mucus  and  saliva 
will  be  much  diminished  in  these  cases  after  chloro- 
form has  been  in  action  for  ten  or  fifteen  minutes. 
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Either  A.C.E.  or  C.E.  may  be  used  to  take  the 
place  of  chloroform  in  sequence  to  nitrous  oxide 
and  etlier.  The  advantages  which  the  mixtures 
have  over  pure  cliloroform  still  hold  good,  although 
in  a  less  degree,  since  the  induction  by  means  of 
the  latter  drug  has  been  avoided. 

Enough  has  been  said  to  indicate  that  the  gas- 
ether-chloroforra  or  gas-ether-chloroform-mixture 
sequence  will  be  found  invaluable  in  practice.  The 
safest  possible  induction  is  performed,  the  most 
equable  and  easy  anaesthesia  is  maintained.  The 
after  effects  are  usually  insignificant  when  the 
patient  has  not  been  kept  under  the  influence  of 
ether  for  a  long  period  :  the  retm'n  to  conscious- 
ness is  quiet  and  uneventful.  When  vomiting  does 
occm-  it  usually  comes  on  just  before  consciousness 
is  regained  as  after  an  ether  administration,  and 
causes  little  distress. 

Ethyl  Chloride-Ether-Chloroform  Sequence. 

This  sequence  is  the  natural  outcome  of  the 
substitution  of  ethyl  chloride  for  nitrous  oxide  as  a 
precursor  to  ether.    The  reasons  which  make  a 
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change  to  chloroform  desirable  are  the  same  as 
those  given  with  the  description  of  the  gas-ether- 
cliloroform   sequence  ;    they   are,   liowever,  still 
more  urgent  in  this  case,  for  a  profuse  secretion  of 
saliva  and  mucus  is  the  rule  with  ethyl  chloride 
and  ether,  or  at  least  more  common  than  with 
nitrous  oxide  and  ether.    On  this  account  the 
change  to  cliloroform  is  made  at  an  early  stage, 
the  ethyl  chloride  and  ether  being  used  for  little 
,  more  than  the  induction  of  anaesthesia.    The  pre- 
cautions to  be  observed  in  administering  chloro- 
form in   sequence   to  ether  have   been  already 
enumerated  :  if  they  do  not  receive  due  attention 
an  over-dose  may  be  the  result. 

It  is  worthy  of  note  that  the  comparatively  large 
pupil  associated  with  ethyl  chloride  and  ether, 
does  not  become  fully  contracted  untU  chloroform 
has  been  administered  for  several  minutes.  In  the 
gas-ether-chloroform  sequence  this  phenomenon 
is  not  nearly  so  marked,  for  not  only  is  the  pupil 
smaller  when  the  change  is  made,  but  also  it  more 
quickly  attains  the  characteristic  dimensions  of 
cliloroform  anaesthesia. 


CHAPTER  VII 


THE  SELECTION  OF  THE  ANESTHETIC 

General  Considerations. 

The  practitioner's  success  as  an  anaesthetist  de- 
pends in  no  small  measure  on  the  employment  of 
the  most  suitable  drug  at  his  command  for  every 
case.  The  fact  that  there  are  such  a  number  of 
different  methods  of  ansesthetisation  in  existence 
points  to  the  probability  of  no  one  method  being 
perfect  for  every  case,  but  to  each  one  having  its 
own  sphere  of  utility. 

In  the  consideration  of  the  question  of  the  selec- 
tion of  the  anaesthetic  to  be  used,  it  will  be  necessary 
to  recapitulate  some  of  the  effects  produced  by  the 
different  drugs. 

The  most  important  factors  which  influence  the 
decision  of  the  administrator  are  : — 

1.  The  safety  of  the  patient. 
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2.  The  comfort  of  the  patient  both 
(a)  During  induction  and 

(6)  After  consciousness  has  been  regained. 

3.  The  convenience  of  the  surgeon. 

4.  The  condition  of  the  patient. 

5.  The  nature  of  the  operation. 

1.  Of  all  anaesthetics  in  use,  nitrous  oxide  and 
oxygen  is  the  safest.  Next  to  it  comes  nitrous 
oxide  alone,  but,  as  we  have  seen,  not  quite  on  the 
same  plane  owing  to  the  element  of  asphyxia  it 
introduces  {vide  Chap.  II).  Neither  of  these 
anaesthetics,  however,  will  always  fulfil  the  other 
necessary  requirements.  The  use  of  the  latter  is 
limited  by  the  short  duration  of  the  anaesthesia, 
and  the  former  is  unsuitable  for  certain  operations 
and  individuals  (Chap.  II,  p.  52).  Moreover, 
complete  muscular  relaxation  is  not  effected  by 
them. 

When  ether  is  compared  with  chloroform  we  find 
that,  according  to  statistics  and  the  opinions  of 
eminent  authorities,  fatalities  are  five  times  more 
frequent  with  the  latter  than  with  the  former. 
These  figures,  though  correct,  include  the  results 
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of  cadministrations  conducted  by  inexperienced  men  ; 
there  can  be  no  doubt  that  while  chloroform  may  be 
ahnost  without  danger  in  the  hands  of  an  expert 
anaesthetist,  it  cannot  be  so  regarded  when  ad- 
ministered by  a  novice.    For  this  reason,  if  for 
this  alone,  the  practitioner  who  is  not  giving  anJBS- 
thetics  daily  should  avoid  the  use  of  chloroform  as 
far  as  possible,  and  should  perfect  himself  in  the 
management  of  ether.    It  were  better  for  him  that 
his  patients  should  suffer  from  bronchitis  after 
ether  than  that  they  should  die  on  the  table  from 
chloroform. 

The  mixtures  A.C.E.  and  C.E.  are  less  dangerous 
than  pure  chloroform,  but  cannot  compare  with 
ether  in  the  matter  of  safety.  The  safety  of  ethyl 
chloride  as  an  anaesthetic  has  probably  been 
exaggerated.  Although  I  have  never  seen  death 
result  from  its  use,  a  large  number  of  fatalities  have 
been  reported.  When  the  rapidity  of  its  action  and 
the  liability  to  spasm  are  considered  one  would  be 
inclined  to  rate  its  dangers  as  equal  to  those  of 
chloroform. 

2.  (a)  The  method  of  inducing  anaesthesia  which 
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is  most  pleasant  to  the  patient  is  nitrous  oxide 
and  oxygen.  This,  however,  only  applies  to  opera- 
tions of  short  duration,  and  there  is  no  advantage 
to  be  gained  by  using  gas  and  oxygen  instead  of 
gas  as  a  precursor  to  ether.  The  induction  by 
gas  and  ether  is  almost  as  free  from  unpleasant 
effects  as  when  gas  and  oxygen  is  used  ;  it  should 
be  adopted  as  the  routine  method  on  this  account 
in  addition  to  its  safety. 

(6)  The  after  comfort  of  the  patient  will  not  be 
ensured  if  a  prolonged  etherisation  be  performed 
(Chap.  Ill,  p.  81).  For  this  reason  chloroform  or  a 
chloroform  mixture  should  be  substituted  for  ether 
at  some  time  during  a  long  administration  (p.  83). 
My  own  routine  practice  is  to  induce  ansesthesia 
with  gas  and  ether,  and  change  to  chloroform  or 
C.E.  mixture  after  fifteen  or  twenty  minutes. 

It  is  not  urged  as  a  method  to  be  adopted  by  one 
unfamiliar  with  the  administration  of  cliloroform, 
but  it  certainly  reduces  the  unpleasant  after  effects 
of  ansesthesia  to  the  minimum. 

3.  The  gas-ether-chloroform  sequence  is  usually 
well  adapted  to  the  requu-ements  of  the  surgeon. 
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The  quiet  and  tranquil  anaesthesia  of  chloroform 
permits  the  operator  to  perform  his  delicate 
manipulations  without  fear,  distress  or  inconveni- 
ence. 

Some  surgeons,  it  is  true,  detest  the  very  sight 
of  a  gas  and  ether  apparatus  and  prefer  then*  patients 
to  be  anaesthetised  with  chloroform  from  the  outset. 
It  is  weU  to  conform  as  far  as  possible  with  the 
surgeon's  wishes,  but  it  wiU  rarely  be  found  that 
a  surgeon  objects  to  the  methods  deemed  by  the 
anaesthetist  the  safest  and  most  suitable  for  the 
yatient. 

4  and  5.  The  condition  of  the  patient  and  the 
nature  of  the  operation  to  be  performed  must 
now  be  considered  in  relation  to  the  choice  of 
the  anaesthetic. 

Special  Cases. 

For  Dental  Extractions  and  short  operations 
such  as  the  incision  of  an  abscess,  nitrous  oxide  or 
nitrous  oxide  and  oxygen  will  be  selected.  Of  the 
two  the  latter  will  always  be  given  the  preference  if 
the  anaesthetist  is  familiar  with  its  administration. 
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It  must  be  remembered  that  gas  should  not  be 
given  to  patients  with  inflammatory  or  other  swell- 
ings of  the  neck  which  may  cause  respiratory 
obstruction. 

For  Minor  Surgical  Operations  in  general 
gas  and  oxygen  or  gas  and  ether  will  be  employed 
if  more  time  is  required  by  the  surgeon  than  can 
be  provided  by  gas  alone. 

Major  Operations. — Enough  has  already  been 
said  in  favour  of  the  gas-ether-chloroform  sequence 
as  a  routine  method  for  a  long  operation. 

Certain  special  cases,  however,  demand  fmther 
.  consideration. 

Phthisis. — ^Where  acute  or  chronic  phthisis  exists 
ether  should  never  be  employed.  The  irritation 
of  the  vapour  is  likely  to  aggravate  an  acute  pul- 
monary affection,  and  to  convert  a  chronic  one  into 
an  acute  broncho-pneumonia. 

Chloroform  is  the  least  harmful  anaesthetic  to 
employ,  and  due  regard  must  be  paid  to  the  de- 
bilitated state  of  the  patient  and  any  abnormal 
respiratory  phenomena. 

Empyema.— The  administration  of  an  ansesthe- 
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tic  to  a  patient  suffering  from  a  large  empyema  is 
one  of  the  most  difficult  and  dangerous  that  has  to 
be  undertaken.  There  is  always  some  respu-atory 
and  frequently  also  cardiac  embarrassment,  the 
degree  depending  upon  the  size  of  the  empyema, 
the  amount  of  lung  tissue  available  for  respu-ation, 
and  the  displacement  of  the  heart.  Chloroform  or 
C.E.  mixture  should  be  used,  and  it  is  sometimes 
advisable  to  give  oxygen  at  the  same  time  if 
shortness  of  breath  and  cyanosis  are  at  all  marked. 
The  anaesthesia  should  be  "  light  "  throughout, 
and  the  administration  discontinued  as  soon  as  the 
rib  has  been  resected  or  the  pleura  incised. 

The  position  of  the  patient  on  the  table  is  of  the 
greatest  importance.  He  must  not  be  turned  so  as 
to  lie  altogether  on  the  sound  side,  lest  the  weight 
of  the  body  impede  still  further  the  already  ham- 
pered respiration.  The  patient  should  be  placed  in 
the  dorsal  position,  so  that  the  affected  side  projects 
beyond  the  edge  of  the  table.  This  will  enable  the 
surgeon  to  perform  his  operation,  although  not  so 
convenient  for  him  as  the  lateral  position.  It  must 
be  remembered  that  the  pus  should  be  allowed  to 

10 
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escape  slowly  and  gradually  :  a  sudden  evacuation 
may  easily  lead  to  fatal  syncope. 

In  some  cases  the  respiratory  embarrassment  is 
so  great  that  orthopncea  results  ;  it  will  then  be  im- 
possible to  administer  the  anaesthetic  to  the  patient 
in  the  recumbent  posture.     The  patient  might  be 
propped  up  with  pillows  to  obviate  this  difficulty, 
but  we  have  already  seen  the  dangers  that  accom- 
pany an  administration   of    cliloroform  when  a 
sitting  position  is  permitted.     Where  orthopncea 
is  present,  and  indeed  in  every  case  where  respiratory 
embarrassment  is  at  all  marked,  the  pleural  cavity 
should  be  aspirated  some  hours  before  the  anaes- 
thetic is  administered.    There  can  be  no  serious 
objection  to  this  procedure,  and  the  subsequent 
administration  of  cliloroform  for  the  resection  of  a 
rib  to  provide  adequate  drainage,  becomes  a  com- 
paratively safe  and  simple  task.    The  following 
brief  report  of  a  case  illustrates  some  of  the  points 
to  which  the  attention  of  the  reader  has  been  called. 

J.M.,  aged  forty-five,  a  butcher,  was  admitted  to 
hospital  suffering  from  a  large  empyema  of  the  right 
pleural  cavity.    The  patient  had  an  anxious  expres- 
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sion,  dusky  colour,  ortliopnoea,  very  rapid  breathing 
with  marked  movements  of  the  alae  nasi,  sweating 
and  feeble  pulse.  The  patient  was  propped  up  on 
the  table  -  into  a  sitting  position  and  chloroform 
administered  on  lint.  A  very  dilute  vapour  was 
given,  but  the  patient's  air-hunger  continued  and 
he  suddenly  stopped  breathing  before  conscious- 
ness was  lost.  The  operator  promptly  plunged  a 
knife  tlirough  an  intercostal  space  and  allowed  pus 
to  gush  out.  Breathing  began  again  without  any 
attempt  at  artificial  respiration  being  made.  The 
operation  was  completed,  the  remainder  of  the  pus 
allowed  to  escape  slowly,  drainage  tubes  inserted, 
and  the  patient  returned  to  bed  without  further 
difficulty.  In  this  case  the  anaesthetic  should  not 
have  been  given  until  a  considerable  proportion  of 
the  purulent  fluid  had  been  withdrawn  by  means 
of  an  aspirator.  Happily  the  result  was  not  fatal, 
but  it  depended,  not  on  the  good  judgment  or 
skill  of  the  anaesthetist,  nor  on  the  surgeon's  prompt- 
ness of  action,  but  rather  on  the  providence  that 
sometimes  protects  the  steps  of  fools  in  places  where 
angels  fear  to  tread. 
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Bronchitis  and  Emphysema. 

Patients  suffering  from  bronchitis  and  emphy- 
sema are  bad  subjects  for  an  anaesthetic.  Ether 
is  evidently  unsuitable  in  any  form,  and  chloroform 
will  prove  less  harmful  but  must  be  administered 
even  more  slowly  than  usual. 

Cardiac  AflPections. 

Valvular  disease  of  the  heart  is  no  contra-indication 
to  the  administration  of  an  ansesthetic  provided 
that  compensation  for  the  lesion  is  established.  It  is, 
however,  unwise  to  risk  the  destruction  of  compen- 
sation by  throwing  an  increased  strain  on  the  already 
overworked  heart.  The  same  reasoning  holds  good 
when  dealing  with  the  hypertrophied  heart  of 
chronic  interstitial  nephritis. 

Thus  a  prolonged  nitrous  oxide,  or  even  nitrous 
oxide  and  ether,  would  be  an  injudicious  administra- 
tion, and  C.E.  mixture  will  be  preferred. 

Diabetes. 

The  onset  of  coma  may  be  precipitated  by  the 
action  of  an  anaesthetic  upon  a  diabetic  patient. 
It  is  known  that  increased  metabolism  hastens 
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the  onset,  and  that  coma  is  due  to  acid  intoxication. 
We  have  seen  that  chloroform  has  a  tendency  to 
cause  a  condition  of  acidsemia,  although  it  pro- 
duces a  quieter  anaesthesia  than  ether.  It  is 
therefore  difficult  to  guess  which  of  the  two  anaes- 
thetics is  the  less  dangerous.  This  is  completely 
in  accordance  with  the  experience  of  practice,  for 
one  authority  recommends  chloroform,  another 
ether,  as  the  safest  drug. 

For  my  own  part  I  prefer  to  use  neither  the  one 
nor  the  other.  The  most  common  operations  that 
are  performed  on  these  patients  are  the  incision  of 
abscesses  and  carbuncles,  amputations  for  gangrene, 
etc.  Nitrous  oxide  and  oxygen  will  usually  answer 
admirably  for  such  procedures,  and  I  know  of  no 
ill  effects  that  have  followed  its  administration. 

Alcoholism, 

Patients  who  have  been  addicted  to  the  excessive 
use  of  alcohol  or  tobacco  take  anaesthetics  badly. 

The  alcoholic  subject  requires  a  large  dose  to  in- 
duce anaesthesia,  but  his  tolerance  of  the  drug  is  not 
proportionately  increased,  so  that  a  narrower  margin 
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is  left  between  correct  dose  and  over-dose.  The 
difficulty  as  a  rule  is  to  induce  ansesthesia  at  all ; 
the  iDatients  often  struggle  violently,  and  the  stage 
of  excitement  is  prolonged  and  marked.  Gas  and 
ether  is  the  best  anaesthetic  for  the  purpose,  and 
a  liberal  allowance  of  gas  must  be  given  as  well  as 
a  full  dose  of  ether,  but  the  supply  of  air  must  not  be 
curtailed. 

Ethyl  chloride  and  ether  is  frequently  of  great 
service  in  these  cases,  since  the  induction  period 
is  very  short  and  struggling  and  excitement  are 
avoided. 

Heavy  smokers,  especially  cigarette  smokers, 
are  very  subject  to  laryngeal  kritation  from  ether. 
A  plentiful  supply  of  nitrous  oxide  must  therefore 
be  given,  and  ether  turned  on  very  slowly. 

Opium. 

It  is  not  uncommon  to  find  that  a  patient  about 
to  be  operated  upon  has  been  given  a  considerable 
quantity  of  opium.  The  cases  most  frequently  so 
treated  are  perhaps  those  of  strangulated  hernia, 
and  appendicitis.    It  is  not  within  our  province 
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to  discuss  the  surgiccal  aspect  of  this  proceeding, 
but  it  caffects  the  administration  of  the  anaesthetic 
to  no  slight  extent. 

The  pupils  are  rarely  of  any  service  as  an  index 
to  the  condition,  for  they  are  in  a  state  of  pin-point 
contraction  from  opium. 

The  antesthetic  must  be  given  cautiously — a  very 
small  dose  will  suffice— and  it  should  never  be 
pushed  so  as  to  produce  a  deep  degree  of  anaes- 
thesia. 

Some  anaesthetists  recommend  the  giving  of 
opium  as  a  routine  before  operations  on  the  brain, 
cranium,  jaws,  and  tongue  :  this  matter  may  be 
left  to  the  discussion  of  the  specialist  and  need  not 
concern  the  majority  of  practitioners. 

Pregnancy. 

During  the  early  months  of  pregnancy  there  are 
no  reasons  for  departing  from  the  ordinary  routine 
of  gas-ether-chloroform  sequence. 

During  the  later  months,  however,  prolonged  gas 
or  gas  and  ether  should  be  avoided. 

For  confinements  chloroform  is  by  far  the  best 
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anaesthetic  to  use,  and  it  is  noticeable  that  the 
patient  at  this  time  is  comparatively  insusceptible 
to  the  dangers  of  the  drug.  She  almost  invariably 
takes  cliloroform  very  well,  and  may  be  kept  in  a 
state  of  unconsciousness  for  several  hours  without 
difficulty  or  danger. 

From  the  obstetrician's  point  of  view,  it  is  rarely 
necessary  and  usually  inadvisable  to  push  the 
chloroform  to  the  degree  required  to  produce  true 
anaesthesia. 

Junker's  inhaler  is  particularly  useful  in  these 
cases.  It  can  be  suspended  from  the  bed  rail  and 
the  mask  and  bellows  given  to  the  patient. 

A  few  words  of  instruction  will  suffice  to  enable 
the  patient  to  maintain  for  herself  a  kind  of  anal- 
gesic condition,  while  there  is  no  danger  of  an  over- 
dose being  taken. 

Ophthalmic  Operations. 

Operations  on  the  eye  which  require  a  general 
anesthetic,  are  best  conducted  under  chloroform 
with  the  exception  of  excisions,  and  for  these  gas 
and  ether  should  be  employed  if  possible. 
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The  reasons  for  choosing  chloroform  rather  than 
ether,  are  : — 

1.  Quiet  breathing  is   desirable   so   that  the 

operator  may  not  be  inconvenienced  by 
any  movements. 

2.  Ether  causes  engorgement  of  the  vessels  and 

is  therefore  undesirable. 

3.  A  chloroform  lint  will  not  be  in  the  surgeon's 

way  as  would  an  ether  inhaler. 
The  administrator  must   bear  in  mind  that  a 
full  degree  of  anaesthesia  is  required  for  excisions, 
or  else  shock-syncope  may  occm'  when  the  optic 
nerve  is  divided. 

Abdominal  Operations. 

When  performing  an  abdominal  operation,  the 
sm-geon  desires  absolute  relaxation  of  muscles,  and 
as  little  movement  as  possible  of  the  abdominal 
walls.  To  attain  these  requirements  chloroform 
must  be  employed,  for  the  respirations  are  quieter 
and  muscular  relaxation  more  complete  under  this 
anaesthetic  than  under  ether.  The  most  perfect 
flaccidity  of  the  abdominal  muscles  is  obtained  by 
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inducing  as  well  as  maintaining   anaesthesia  by 
means  of  chloroform.    It  is  almost  as  satisfactory 
to  the  operator  to  induce  anaesthesia  with  gas  and 
ether,  and  change  to  chloroform  after  five  minutes. 
The  advantages  of  this  sequence  have  been  fully 
pointed  out  (Chap.  Ill,  p.  83),  and  this  method 
should  therefore  be  followed  as  a  routine  proceeding. 
Relaxation  of  the  abdominal  wall  is  by  no  means 
brought  about  by  a  large  dose  of  cliloroform,  and 
the  administrator  is  powerless  to  obtain  perfect 
flaccidity  by  a  sudden  increase  in  the  strength  of 
the   vapour.    On   the   contrary,   rigidity   of  the 
abdominal  wall  will  follow  a  slight  over-dose  of 
chloroform    owing    to    the   strained  respirations 
produced. 

Rectal  Operations. 

Ether  is  the  most  suitable  anassthetic  for  most 
rectal  surgery.  DHatation  of  the  sphincter  ani 
causes  a  marked  increase  in  the  rapidity  of  the 
breathing  and  a  peculiar  crowing  inspkation.  This 
reflex  action  is  noticeable  durmg  operations  on  the 
perineum  when  the  finger  is  inserted  into  the  rectum, 


SELECTION  OF  THE  ANESTHETIC  155 

and  also  occasionally  when  the  uterus  is  pulled  upon 
as  in  vaginal  hysterectomy.  It  is  one  of  the  last 
reflexes  to  be  abolished  ;  in  fact,  it  persists  unless 
an  undeskable  depth  of  anaesthesia  has  been  in- 
duced. 

Tonsils  and  Adenoids. 

The  administration  of  an  anaesthetic  for  the 
removal  of  tonsils  and  adenoids  requires  skUl  and 
practice.  The  most  suitable  anaesthetic  has  to  be 
selected,  the  requisite  depth  of  anaesthesia  must  be 
accm'ately  gauged,  the  gag  must  be  manipulated, 
the  head  steadied,  and  the  surgeon  assisted  by 
pressing  mwards  the  tonsils  and  swabbing  out  the 
throat. 

The  selection  of  the  anaesthetic  is  in  great  measure 
influenced  by  the  method  of  operation  adopted  by 
the  surgeon.  If  the  surgeon  is  a  quick  operator, 
gas  and  oxygen  or  ethyl  cliloride  will  give  him  ample 
time  provided  that  the  anaesthetist  assists  him 
properly  by  holding  the  head  and  manipulating  the 
gag.  For  those  surgeons  who  prefer  a  more  deli- 
berate operation,  a  longer  anaesthesia  is  required. 
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In  these  cases  A.C.E.,  C.E.,  or  chloroform  should 
be  used  for  the  induction  and  anaesthesia  maintained 
if  necessary  by  means  of  chloroform  in  a  Junker's 
inhaler.    It  is  scarcely  necessary  to  remind  the 
reader  that  this  latter  method  is  only  applicable  when 
the  operation  is  to  be  completed  with  the  patient  in 
the  recumbent  position.    Some  anaesthetists  prefer 
to  give  gas  and  ether  instead  of  a  chloroform  mixture, 
and  to  get  the  patient  deeply  anaesthetised  before 
the  operation  is  begun,  so  that  no  further  adminis- 
tration is  necessary.    This  method  has  the  advan- 
tage of  permittmg  the  sitting  position  to  be  adopted 
if  the  surgeon  should  desire  it.    Ether  does  not 
usually  find  favour  with  the  operator  since  it  causes 
engorgement  of  the  blood  vessels  and  increases  the 
haemorrhage. 

It  is  important  that  the  duration  of  the  anaes- 
thesia be  accurately  adapted  to  that  of  the  opera- 
tion :  for  although  the  patient  is  always  turned  on 
to  the  side  as  soon  as  the  surgeon  has  finished,  it 
is  highly  deskable  that  the  cough  reflex  should  by 
that  time  have  returned,  in  order  to  prevent  the 
entry  of  blood  into  the  larynx. 
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Operation  on  the  Tongue  and  Jaws. 

The  majority  of  surgeons  are  convinced  of  the 
advisability  of  performing  preHminary  laryngotomy 
in  these  cases.  The  usual  method  of  procedure  is 
as  follows  :  The  patient  is  anaesthetised  with  gas 
and  ether,  and  laryngotomy  is  performed.  A  dry 
marine  sponge  with  a  tape  attached  is  then  in- 
serted into  the  oro-pharynx,  so  as  to  completely  shut 
off  the  superior  aperture  of  the  larjmx.  Anaesthesia 
is  maintained  by  administering  chloroform  through 
the  laryngotomy  tube.  For  this  pm'pose  some  use 
a  Junker's  inlialer,  but  the  drop  bottle  method  is 
probably  to  be  preferred  if  a  piece  of  sterilized 
gauze  twelve  layers  in  thickness  be  substituted  for 
lint.  The  gauze  wUl  not  obstruct  the  laryngotomy 
tube  and  the  anaesthetist  has  one  hand  free  to 
sponge  away  any  blood,  etc.,  that  may  be  expelled 
from  or  be  in  danger  of  entering  the  trachea.  It  is 
advisable  to  allow  a  few  breaths  of  air  to  be  taken 
through  the  tube  before  chloroform  is  administered  ; 
a  few  moments  sometimes  elapse  before  the  respir- 
atory machine  accommodates  itself  to  the  altered 
conditions.    A  very  small  quantity  of  chloroform 
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is  required  to  maintain  good  anjEsthesia  ;  it  is 
very  easy  to  give  an  over-dose.  The  breathing, 
colour,  and  pulse  must  be  closely  observed. 

Any  bubbling  noise  in  the  tube  or  the  onset  of 
cyanosis  wiU  probably  indicate  that  there  is  ex- 
cessive mucus  in  the  trachea,  or  that  blood  has 
trickled  past  the  sponge.    Such  events  are  met  by 
taking  away  the  gauze  and  passing  a  feather  down 
the  tube  to  remove  the  blood  or  mucus.    It  is  some- 
times a  good  plan  to  suspend  the  administration 
for  a  few  minutes  in  order  that  the  depth  of  anses- 
thesia  may  be  so  far  diminished  as  to  allow  the 
trachea  to  be  cleared  by  coughing.  The  anaesthetist 
must  then  be  ready  with  a  sponge  to  remove  the 
mucus  and  blood  which  is  coughed  up,  otherwise 
it  will  be  drawn  in  again  by  the  next  inspiration. 

Laryngeal  Operations. 

In  some  operations,  such  as  thyrotomy,  and 
excision  of  the  larynx,  tracheotomy  is  performed 
and  a  Hahn's  tube  introduced  into  the  trachea. 

Hahn's  tube  is  a  specially  modified  tracheotomy 
tube  which  is  covered  externally  with  a  layer  of 
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dry  sponge.  When  in  position  the  sponge  swells 
so  that  no  blood  can  enter  the  trachea  from  above. 
In  some  patterns  a  smaU  air  cushion — Trendelen- 
burg's tampon — takes  the  place  of  the  sponge,  and 
can  be  inflated  after  the  tube  has  been  inserted. 

To  the  outer  end  of  the  tracheotomy  tube  a 
flexible  pipe  is  attached  connected  with  a  vulcanite 
funnel.  A  piece  of  domette  is  stretched  across  the  end 
of  the  funnel  on  to  which  the  chloroform  is  dropped. 

The  administration  with  Hahn's  tube  differs  in 
no  essential  particulars  from  that  when  laryngotomy 
has  been  performed. 

The  apparatus  enables  the  anaesthetist  to  remove 
himself  entu-ely  from  the  immediate  vicinity  of  the 
operation  and  so  provides  more  room  for  the  surgeon 
and  his  assistants. 

Cleft  Palate. 

The  operation  for  cleft  palate  is  usually  performed 
when  the  child  is  quite  young.  The  best  anses- 
thetic  to  employ  for  induction  is  C.E.  mixture  ; 
during  the  operation  anaesthesia  must  be  maintained 
with  chloroform  by  means  of  Junker's  inhaler. 


160         PRACTICAL  ANESTHETICS 


The  position  of  the  head  is  most  important :  it 
should  be  kept  as  far  back  as  possible,  so  that  the 
blood  may  collect  in  the  naso-pharynx,  or  at  the 
back  of  the  oro-pharynx,  and  not  enter  the  larynx. 
The  anaesthetist  must  be  quick  to  sponge  away 
any  collection  of  blood,  but  must  endeavour  not 
to  interfere  with  the  surgeon. 

Some  operators  like  the  anaesthetist  to  get  the 
child  fully  under  the  influence  of  chloroform  before 
the  operation  begins,  and  then  to  wait  until  signs 
of  returning  consciousness  are  observed,  before  a 
further  administration  is  made.    The  reason  given 
for  this  method  is  that  cliloroform  vapour  blown 
on  to  the  cut  sm-faces  of  the  palate  prevents  union 
taking  place.    It  is  unlikely  that  this  effect  will 
be  produced  unless  the  vapour  is  continuously 
pumped  on  to  the  same  spot  for  a  long  time,  and 
this  should  never  be  done.    The  intermittent  method 
of  administration  is  contrary  to  all  accepted  prm- 
ciples  :  it  entails  the  risks  of  shock  and  collapse 
both  during  and  after  the  operation. 

Vomiting  of  Obstruction. 
It  is  often  necessary  to  administer  an  anses- 
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thetic  to  a  patient  suffering  from  intestinal  obstruc- 
tion. The  patient  is  frequently  vomiting  at  the 
time  of  the  administration  or  has  been  doing  so 
just  before  its  commencement. 

Now  the  act  of  vomiting  in  such  a  case  is  different 
from  that  due  to  other  causes,  inasmuch  as  it  comes 
on  without  any  warning.  There  are  no  preliminary 
swallowing  movements,  no  noticeable  pallor,  no 
dilatation  of  the  pupils,  but  a  sudden  effortless 
pouring  out  of  the  stomach  contents.  It  is  obvious, 
therefore,  that  special  care  is  required  to  prevent 
vomited  matter  from  entering  the  larynx  and  even 
suffocating  the  patient. 

In  dealing  with  such  an  administration,  not  only 
should  the  patient's  head  be  turned  to  one  side, 
but  the  head  and  shoulders  should  also  be  lowered. 
It  is  in  addition  advisable  to  place  a  prop  between 
the  jaws,  or  to  insert  a  gag  and  open  it  directly 
the  patient  has  lost  consciousness.  Sponges  on 
forceps  must  of  course  be  close  at  hand  for  swabbing 
out  the  mouth  and  throat  when  necessary.  The 
head  and  shoulders  are  lowered  with  the  object  of 
allowing  vomited  material  to  run  into  the  upper 
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part  of  the  pharynx  and  to  diminish  the  risk  of 
its  entering  the  larynx.  A  very  close  and  careful 
watch  must  be  kept  lest  the  outpouring  of  stomach 
contents  escape  notice.  It  may  occasionally  be 
advisable  to  pass  a  soft  rubber  oesophageal  tube 
and  wash  out  the  stomach  with  warm  water,  as 
soon  as  anaesthesia  has  been  established.  This 
measure  will  sometimes  effect  a  marked  improve- 
ment in  the  patient's  general  condition,  but  in 
others  intestinal  contents  will  be  again  ejected  at 
a  later  period  of  the  administration. 

The  abdominal  distension  which  is  almost  always 
present  in  these  cases  acts  as  an  impediment  to 
respiration  :  moreover  the  patient  is  usually  in  a 
very  feeble  condition,  so  that  the  ansesthetic  must 
be  administered  with  caution.  C.E.  mixture  is 
probably  the  best  anaesthetic  to  use  ;  it  may  be 
given  on  lint  with  the  same  precautions  and  in  the 
same  manner  as  chloroform. 

The  Age  of  the  Patient. 
For  the  purpose   of   selecting   the  anaesthetic 
best  suited  to  the  age  of  the  patient,  only  two 
classes  need  be  considered. 
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1.  Adults. 

2.  Children  of  ten  years  or  less. 

It  is  not  necessary  to  place  the  very  aged  in  a 
separate  class,  since  their  infirmities  and  general 
feebleness  of  body  are  not  reckoned  by  their  years 
alone. 

Patients  above  the  age  of  ten  or  twelve  may  be 
treated  as  adults  :  for  them  the  ordinary  routine 
described  elsewhere  may  be  adopted,  provided  that 
there  are  no  special  conditions  present  which  call 
for  modifications  in  the  method  of  administration. 

Children  bear  anaesthetics  well  as  a  rule,  but 
at  the  same  time  an  over-dose  affects  them  more 
readily  than  it  does  an  adult ;  that  is  to  say  the 
margin  between  correct  dose  and  over-dose  is  com- 
paratively small.  C.E.  mixture  is  by  far  the  most 
useful  anaesthetic  for  children  below  the  age  of 
ten  or  twelve  years. 

The  practice  of  giving  ether  to  infants  and  young 
children  has  little  to  recommend  it  :  the  secretion 
of  mucus  and  saliva  is  much  more  profuse  than  in 
adults  and  frequently  leads  to  respiratory  difficulty 
as  well  as  to  distressing  after  effects.    Even  if  this 
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reason  be  ignored  there  is  another  factor  which 
almost  forbids  the  use  of  ether,  at  all  events  in 
private  practice.  Children  are  very  easily  frightened  ; 
the  appearance  of  a  stranger  is  often  in  itself 
sufficiently  alarming,  but  a  gas  and  ether  apparatus 
is  well  calculated  to  inspire  them  with  absolute 
terror.  On  the  other  hand,  C.E.  mixture  can  be 
satisfactorily  given  to  children  on  lint  or  a  handker- 
chief, which  are  not  unknown  objects  to  be  regarded 
with  suspicion.  Moreover  a  few  tactful  words  from 
the  administrator  will  often  reassure  the  child,  so 
that  the  mixture  is  inhaled  without  struggle  or 
demur. 

It  is  advisable  in  the  case  of  a  child  to  depart 
from  the  rule  given  at  p.  13,  Chap.  I,  and  to  induce 
anesthesia  before  transferring  the  patient  to  the 
operating-room. 

For  short  operations,  such  as  the  extraction  of 
teeth,  etc.,  ethyl  chloride  is  perhaps  a  better  anaes- 
thetic for  children  than  nitrous  oxide.  Gas  and 
oxygen  is  preferable  to  either,  being  safer  than  ethyl 
chloride  and  avoiding  the  early  jactitation  and 
twitchings  that  occur  with  gas  alone. 


CHAPTER  VIII 


POSITION 

The  general  principles  regulating  the  position  of 
the  patient  during  an  anaesthetic  have  been  already 
referred  to  (Chap.  I,  p.  12). 

Certain  special  positions  which  are  required  by 
the  surgeon  will  now  be  briefly  mentioned. 

1.  The  sitting. 

2.  The  dorsal  recumbent. 

3.  The  lateral. 

4.  The  semi-prone. 

5.  The  prone. 

6.  The  lithotomy. 

7.  The  Trendelenburg. 

With  the  exception  of  the  first  two,  these  positions 
are  adopted  after  anaesthesia  has  been  induced  in 
the  dorsal  recumbent  position. 

1§5 
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The  arms  must  never  be  allowed  to  hang  over  the 
edge  of  the  table  lest  pressure  palsy  result. 

Before  starting  the  administration,  it  is  a  good 
plan  to  tell  the  patient  to  interlock  the  fingers  across 
the  chest  [vide  Plate  VI). 

The  arms  can  if  necessary  be  subsequently  drawn 
up  out  of  the  surgeon's  way  and  secured  by  a  strap 
or  bandage  loosely  fastened  around  the  wrists. 
They  must  not  be  pulled  up  too  much,  and  should 
be  so  arranged  that  they  can  be  instantly  released 
in  the  event  of  artificial  respiration  being  requked. 

1.  The  Sitting  Position  is  suitable  for  dental 
extractions,  removal  of  tonsils  and  adenoids,  etc. 
Any  anesthetic  except  cliloroform,  or  a  cliloroform 
mixture,  may  be  administrated  to  a  patient  m  this 
position. 

2.  The  Dorsal  Recumbent  Position  is  more 
used  than  any  other  for  surgical  procedures.  The 
head  should  not  be  raised,  but  should  always  be 
turned  to  one  side  and  if  possible  away  from  the 
site  of  the  operation. 

3.  The  Lateral  Position  is  used  especially  for 
operations  on  the  kidney,  tlirough  a  lumbar  mcision. 
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The  patient  is  turned  on  to  the  sound  side,  a  sand- 
bag placed  under  the  loin,  and  the  subjacent  thigh 
flexed  on  the  trunk. 

In  this  position  the  breathing  is  slightly  hampered 
because  the  weight  of  tlie  body  prevents  full  ex- 
pansion of  the  underlying  side  of  the  chest. 

It  is  especially  important,  therefore,  to  avoid  any 
further  interference  with  the  respiration,  and  to 
remember  that  a  smaller  dose  of  the  anaesthetic 
will  be  required  to  maintain  anaesthesia,  than  when 
the  breathing  is  normal. 

4.  The  Semi-prone  Position  is  employed  for 
some  rectal  operations. 

The  patient  is  turned  on  to  the  side,  and  the 
subjacent  arm  is  placed  behind  the  back. 

A  sandbag  should  be  used  to  prevent  the  upper 
shoulder  falling  down  into  the  prone  position,  and 
one  may  also  be  placed  under  the  loin  if  necessary. 

5.  The  Prone  Position  is  adopted  for  laminec- 
tomy, etc.  A  pillow  should  be  placed  under  each  of 
the  patient's  shoulders,  and  the  head  turned  to  one 
side.  The  administration  will  be  facilitated  if  the 
head  is  close  to  the  edge  of  the  table. 
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The  breathing  is  somewhat  restricted  by  the 
weight  of  the  body,  more  so  than  in  the  lateral 
position.  The  precautions  enumerated  above  must 
therefore  be  observed. 

6.  The  Lithotomy  Position  is  used  for  some 
rectal,  vaginal,  urethral  and  perineal  operations. 

When  a  Clover's  crutch  is  employed,  the  patient 
must  be  steadied  by  a  nurse,  or  by  means  of  knee 
straps  fastened  to  the  sides  of  the  table. 

The  thighs  must  not  be  unduly  flexed  upon  the 
abdomen,  else  respiration  will  be  restricted  and  the 
patient  may  subsequently  complain  of  pain  from  un- 
due stretching  of  the  muscles. 

7.  The  Trendelenburg  Position  is  employed 
for  certain  abdommal  operations  such  as  hysterec- 
tomy and  ovariotomy.  Apart  from  the  assistance  it 
affords  to  the  operator,  it  is  probably  the  safest 
position  for  the  patient.  When  anaesthesia  has  been 
induced,  the  patient  is  pulled  down  the  table  so  that 
the  legs  hang  over  the  end  and  the  knee  joint  is  on 
a  level  with  the  edge.  The  end  of  the  table  is 
then  raised  to  the  requked  amount,  so  that  the 
trunk  is  inclined  at  an  angle  to  the  horizontal. 
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The  head  must  be  lowered  at  the  same  time  that 
the  body  is  raised  to  prevent  undue  flexion  of  the 
neck.  When  the  operation  has  been  completed 
the  patient  is  slowly  lowered  to  the  horizontal 
position,  but  the  legs  must  not  be  allowed  to  remain 
hanging  over  the  edge  of  the  table. 

From  Avhat  has  been  said  on  collapse  (Chap.  I) 
and  the  dangers  of  chloroform  (Chap.  IV)  it  is 
evident  that  the  Trendelenburg  position  is  well 
suited  for  a  severe  abdominal  operation. 

It  diminishes  the  danger  of  failure  of  the  respir- 
atory centre  from  toxic  dilatation  of  the  vascular 
musculature,  and  in  actual  practice  post-operative 
shock  is  decreased. 
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Abdominal  operations,  153 
A.C.E.  mixture,  128 
Acid  intoxication,  108 
Adenoid  growths,  operations 

for,  155 
Administration    of  chloro- 
form, 89 
of  ether,  56 
of  gas,  32 

of  gas  and  ether,  71,  78 
of  gas-ether-chloroform, 
133 

Adrenalin,  114 
After  effects  of  chloroform, 
107 

of  ether,  58,  81 
of  gas,  16 

of  gas  and  oxygen,  52 
After  treatment,  14 
Age  of  patient,  1 62 
Albuminuria,  85 
Alcohol  -■  chloroform  -  ether 

mixture,  128 
Alcoholism,  149 
Amyl  nitrite,  114 
AiiEemia,  cerebral,  27,  105, 
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Anassthesia,  definition  of,  I 
depth  of,  23 
signs  of,  chloroform,  96 
of  ether,  62 
of  gas,  40 

of  gas  and  oxygen,  50 
stages  of,  chloroform,  97 
of  ether,  61 
of  gas,  40 
Anaesthetised  patients,  mov- 
ing of,  1 3 
Angina  Ludovici,  45,  85 
Apparatus,  8 

for  cliloroform,  89 

for  ether,  65,  69 

for  ethyl  chloride,  120 

for    ethyl    chloride,  and 

ether,  125 
for  gas,  30 
for  gas  and  ether,  64 
for  gas  and  oxygen,  47 
Artificial  respiration,  27, 104.. 
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teeth,  4 
Asphyxia,  40,  46,  111 
Automatic  respiration,  96 
Auto-transfusion,  27 
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Bert,  experiments  of,  102 

Blood-pressure,  effectof  chlo- 
roform upon,  24 

Blood-vessels,  effect  of  chlo- 
roform upon,  25 

Brain,  operations  on,  29, 
85,  151 

Bronchitic     patients,  ad- 
ministration to,  148 
Broncliitis  after  ether,  82,  84 

Carbonic  acid  in  chloro- 
form ansesthesia,  102 
ether  ansesthesia,  76 
nitrous  oxide  ansesthesia, 
39 

Cardiac  affections,  148 
failure,  46,  86,  109,  111 

Cardio  -  vascular  muscula- 
ture, effects  of  chloro- 
form upon,  24,  105 

C.E.  mixture,  131 

Cerebral  operations,  29,  85, 
151 

Children,  administration  to, 

132,  163 
Chloroform,  administration 
of,  89 
after  effects  of,  107 
and  ether  mixture,  131 
apparatus,  89 
delayed  poisoning,  108 
difficulties  and  dangers  of, 

109 
ethyUc,  88 


Chloroform,     induction  of 
ansesthesia  by,  91 
Junker's  inlialer  for,  115 
maintenance  of  ansesthe- 
sia by,  97,  134 
Mill's  drop-bottle  for,  90 
over-dose,  26,  101,  105 
properties  of,  88 
pulmonary  complications 

after,  108 
pulse  under,  97 
pupil  under,  106 
respirations  under,  96 
signs  of  ansesthesia,  96 
sleep,  100 
tests  for,  89 

toxic  effects  of,  25,  102, 
108 

Vernon-Harcoiu-t  inhaler, 
90 

vomiting,  107 
Choice  of  ansesthetic,  139 
Cholecystectomy,  23 
Circulatory  disturbances 
under   chloroform,  24, 
105 

Cleft  palate  operations,  159 
Clothing  of  patient,  8 
Clover's  portable  ether  in- 
haler, 65 
administration  with,  71 
Collapse,  26,  108 

treatment  of,  26 
Corneal  reflex  under  chloro- 
form, 96 
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Corneal  reflex  tinder  ether, 
62 

under  ethyl  chloride,  122 
under  gas,  38 
under  gas  and  oxygen,  50 
Cyanosis,  18,  37,  41,  49,  51, 
60,  74,  81  ,123,  145 

Delayed  clilorof orm  poisson- 

ing,  108 
Dental  extractions,  32,  43, 

122,  143 
Depth  of  anaesthesia,  23 
Diabetes,  85,  148 
Difficulties  and  dangers  of 
chloroform,  109 
of  ether,  86 
of  ethyl  chloride,  123 
of  gas,  45 

of  gas  and  oxygen,  53 
Dorsal  position,  12,  166 
Drop-bottle  for  chloroform, 
90 

Duties  of  the  anaesthetist, 

1,  16,  44 
Dyspnoea,  23,  85 

Edentulous  patients,  4 
Emphysema,  148 
Empyema,   operations  for, 
85,  144 

Ether,  administration  of,  56, 
71,  78 
advantages  of,  83 
after  effects  of,  81 


Ether,  anassthesia,  stages 
of,  61 
signs  of,  62 
apparatus,  56,  65 
bronchitis,  82 
chloroform  sequence,  133 
closed  method  of  adminis- 
tration, 58,  71 
Clover's  inhaler  for,  65 
contra-indications,  85 
difficulties  and  dangers  of, 
86 

indications  for,  84 
open  method  of  adminis- 
tration, 57 
over-dose,  63 
laneumonia,  82 
jjreparations  of,  55 
properties  of,  55 
pulse  under,  62 
pupils  imder,  62 
rash,  63 
respirations,  61 
tremor,  64 

vomiting  after,  16,  82 
Ethyl  chloride,  119 
administration  of,  121 
apparatus  for,  120 
difficulties  and  dangers  of, 
123 

dosage  of,  121 
-ether  sequence,  125,  137 
indications  for,  119,  126, 
164 

pupils  under,  122,  126 
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Ethyl  chloride,  respirations 
under,  122,  124 
vomiting  after,  124 
Examination  of  patient,  3 
Excitement,  61,  82 

Faxlurk,   cardiac,   40,  86, 
109,  111 
respiratory,  24,  86,  109 

Fall  of  blood-pressnre,  24 

Fear  of  anaesthetic,  5 

Foreign  bodies  in  air  pas- 
sages, 4,  46,  109,  160 

Gag,  Colt's,  11 

Hewitt's,  117 

Mason's,  8 
Gas  (nitrous  oxide),  30,  41 

administration  of,  32 

after  effects  of,  1 6 

and  ether,  64 

apparatus  for,  30,  41 

contra-indications,  45 

difficulties  and  dangers  of, 
45 

-ether  -  chloroform  se- 
quence, 133 
indications,  44 
nasal  administration  of,  41 
signs  of  anaesthesia,  40 
Gas  and  oxygen,  administra- 
tion of,  48 
after  effects  of,  52 
apparatus  for,  47 
contra-indications,  52 


Gas  and  oxygen,  difficulties 
and  dangers,  53 
indications  for,  51 
signs  of  anaesthesia,  50 

Gill,  Richard,  83,  97,  98 

Habits  of  patient,  3 
Haematemesis,  83 
Haemoptysis,  82 
Hahn's  tube,  158 
Heart,     dilatation  under 
chloroform,  24 

disease,  47,  148 

failure,  46,  87,  109,  111 
Hewitt,  Dr.  F.  W.,  47,  69, 

117,  131 
Hilliard,  Harvej^-,  41 
HjqDodermic  syringe,  10 
Hysterical  fits,  82 

Inhaler,  Clover's  portable 
regulating,  65 
Dr.    Hewitt's,    for  C.E. 
mixtm'C,  131 
for  ether  mixture,  69 
for  gas  and  oxj^gen,  47 
Junker's,  115 
Vernon-Harcourt,  90 

Jactitation,  37,  41,  51 
Jaws,  operations  on,  157 
Junker's  inlialer,  115 

Labotje,  anaesthesia  dm-ing, 
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Laryngeal  obstruction,  4, 
158 

operations,  158 

spasm,  24 

stenosis,  45 
LarjTigotomy,  157 
Lateral  position,  166 
Lithotomy  position,  168 
Ludwig's  angina,  45,  85 

Majoe  surgical  operations, 
144 

Maniacal  excitement,  82 

Mason's  gag,  8 

Mechanical  obstruction  to 
respiration,  86,  102 

Methylated  chloroform,  88 

Mill's  chloroform  drop- 
bottle,  90 

Minor  siirgical  operations, 
144 

Mitral  disease,  45 

Mixtures,  A.C.E.,  128  et  seq. 
C.E.,  131  etseq. 

Morbus  cordis,  45,  47,  148 

Morphia  before  administra- 
tion, 150 

Mouth  Prop,  8 

operations,  12,  32,  41,  123, 
155,  157,  159 

Moving  of  antesthetised  pa- 
tients, 13 

Muscular  relaxation,  45,  85, 
134 


Nasal   administration  of 
nitrous  oxide,  41 
obstruction,  4,  71 

Nephrectomy,  23,  166 

Nervous  patients,  5 

Nitrous  oxide,  30 

administration,  32,  41 
and  air,  36 
apparatus,  30 
asphyxia  under,  40 
cardiac  failure  imder,  46 
corneal  reflex  tmder,  38 
contra-indications,  45 
difficulties  and  dangers,  45 
-ethyl-cliloride  sequence, 
127 

indications  for,  44 
pupils  under,  38 
safety  of,  45 
signs  of  anaesthesia,  40 
"  to  and  fro  breathing," 
39 

Nitrous  oxide  and  oxygen, 
47 

administration  of,  48 
after  effects  of,  52 
apparatus  for,  47 
contra-indications,  52 
cUfficulties  and  dangers,  53 
indications  for,  51 
signs  of  anaesthesia,  50 

Obsteuction,  intestinal,  160 
to  respiration,  4,  45,  70. 
101,  109,  115 
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Opium,  150 

Ophthalmic  operations,  85, 
152 

Ormsby's  ether  inhaler,  81 
Orthopnoea,  146 
Over-dose    of  chloroform, 
101,  105 

of  ether,  63 

of  nitrous  oxide,  41 
Oxygen  and  nitrous  oxide, 
47  et  seq. 

and  ether,  57 

in  cases  of  empyema,  145 

Palate,  cleft,  operations  on, 
159 

Paralysis  of  the  respiratory 
centre,  24,  86,  109 

Paterson's    apparatus  for 
nasal  acbninistration,  41 

Phlebotomy,  111 

Phthisis,  144 

Pneumonia  following  chloro- 
form, 108 

following  ether,  82 
Position  of  patient,  12,  165 
Pregnancy,  151 
Preparation  of  bed,  15 

of  patient,  6,  18 

of  table,  18 
Prone  position,  167 
Pulmonary    diseases,  144, 
148 

affections    following  ad- 
ministration, 58,  82,  108 


Pulse  under  chloroform,  97 

under  ether,  62 
Pupil  under  chloroform,  96, 
106 

under     cliloroform  and 

ether  mixtm-e,  132 
under  ether,  62 
under  ethyl  chloride,  122 
imder  ethyl  chloride  and 

ether,  126 
under  nitrous  oxide,  38 
imder  nitrous  oxide  and 
oxygen,  50 

Quotient,  respiratory,  im- 
der chloroform,  102 

Rectal  operations,  45,  154 

etherisation,  57 
Reflex    inliibition    of  the 
heart,  24 

corneal,  38,  62,  96,  122 

cough,  156 

shock,  22 
Renal  disease,  85 

operations,  23,  166 
Rendle's  mask,  57,  128 
Respiration,  arrest^  of,  23, 
86,  109 

artificial,  27 

automatic,  96 

failm-e  of,  23,  86,  109 

obstruction  to,  4,  45,  76, 
101,  109,  115 

imder  A.C.E.  mixtvire,  129 
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Respiration,  under  chloro- 
form, 96,  98 

under  C.E.  mixture,  132 

under  ether,  61 

under  ethyl  chloride,  122 

imder  nitrous  oxide,  40 
and  oxygen,  50 
Respiratory  interchange  of 
gases,  101 

quotient    itnder  chloro- 
form, 102 

Saline   solution,  injection 
of,  27 

Selection    of  anaesthetic, 
139 

Semi-prone  position,  167 
Sequences  of  anaesthetics, 
133  et  seq. 
ethyl  chloride-ether,  125 
ethyl       chloride  -  ether  - 

chloroform,  137 
nitrous  oxide-etlier,  64 
nitrous        oxide  -  ether- 
chloroform,  133 
Shock,  21,  108 
Signs  of  anaesthesia  imder 
chloroform,  96 
under  ether,  62 
under  ethyl  chloride,  122 
under  nitrous  oxide,  40 
under  nitrous  oxide  and 
oxygen,  60 
Signs  of  over-dose,  63,  101, 
105 


Silvester's  method  of  arti- 
ficial respiration,  27 

Sitting  position,  12,  32,  146 

Skinner's  mask,  56 

Sleep,  chloroform,  100 

Sodium  bicarbonate  for 
vomiting,  20 

Somnoform,  127 

Spasm,  24,  62 

Sponge  holders,  11 

Stages  of  ether  anaesthesia,  61 
nitrous  oxide  anaesthesia, 
40 

Stomach,  washing  out,  20, 
162 

Struggling,  61 
Strychnine,  10,  113 
Syncope,  14 

Teeth,  artificial,  4 
closely  fitting,  4,  71 
extraction  of,  32,  43,  122, 
143 

Temperatiire    of  operating 

theatre,  8 
Throat,  operations  on,  158 
Thyroid   gland,  operations 

on,  23 

Tobacco,  excessive  use  of ,  149 
Tongue  forceps,  10 

operations  on,  157 
Tonsils,  operations  on,  155 
Toxic  action  of  chloroform, 

24,  102,  108 
Tracheotomy,  11,  158 
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Tremor,  ether,  64 
Trendelenburg's  position, 
168 
tampon,  159 

Vaso-motor  disturbance, 
25 

Venesection,  46 
Vernon  -  Harcourt  chloro- 
form inhaler,  90 
Vomiting  after  chloroform, 
18,  107 
after  ether,  17,  18 
after   ethyl   chloride,  19, 
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Vomiting      after  nitrous 
oxide,  16 
after    nitrous   oxide  and 

oxygen,  53 
in  intestinal  obstruction, 
160 

persistent,  20 
prevention  of,  19 
relative  frequency  of,  19 
treatment  of,  1 9 

Washing  out  stomach,  20, 
162 

Willett,  Dr.  Edgar,  63 
Wooden  wedge,  10 
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'  Injuries  and  Foreign  Bodies.— Appendix —Index. 
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(2)  Treatment  of  Disease  in  Children. 

By  G.  A.  Sutherland,  M.D.,  F.R.C.P.,  Physician, 
Paddington  Green  Children's  Hospital,  and  North 
Western  Hospital.  Late  President  for  Section  on 
"  Diseases  of  Children,"  British  Medical  Association, 

5/-  net. 

Contents  :  The  Feeding  of  Infants  and  Children  in 
Health. — Diseases  of  Diet. — Diseases  of  the  Alimentary 
System. — Diseases  of  the  Respiratory  System. — Diseases 
of  the  Cardio-Vascular  System. — Diseases  of  the  Nervous 
System. — Diseases  of  the  Genito-urinary  System. — 
General  Diseases. — ^Pharmacopoeia. — Index. 

(3)  Surgical  Emergencies. 

By  Percy  Sargent,  M.B.  (Cantab.),  F.R.C.S.  (Eng.) 
Assistant  Surgeon,  St.  Thomas's  Hospital ;  National 
Hospital  for  Paralysis  and  Epilepsy,  Queen's  Square  ; 
and  Senior  Assistant  Surgeon,  Victoria  Hospital  for 

Children.  ,  , 

5/-  net. 

Contents  :  Haemorrhage. — Burns  and  Scalds. — Frac- 
tures.— ^Acute  Infective  Diseases. — ^Acute  Abdominal 
Diseases. — Abdominal  Injuries. — Strangulated  Hernia. — 
Respiratory  Obstruction.— Acute  Affections  of  the 
Urinary  System.— Injuries  of  the  Neck— Injuries  of 
the  chest. — Injuries  of  the  Nervous  System. — Injuries 
and  Diseases  of  the  Ear.— Injuries  and  Diseases  of  the 
Eye. 

(4)  Skin  Affections  in  Childhood. 

By  H.  G.  Adamson,  M.D.,  M.R.C.P.  Physician  for 
Diseases  of  the  Skin,  Paddington  Green  Children's 
Hospital,    and    the    North    Eastern    Hospital  for 

Illustrated,  5/-  net. 
Contents  :  Congenital  Affections  of  the  Skin.— Skin 
Eruptions  of  Congenital  Syphilis.— Affections  due  to 
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local  Physical  Causes.— Affections  due  to  Animal  Para- 
sites.—Affections  due  to  Vegetable  Parasites.— Affections 
due  to  Local  Microbic  Infection.— Seborrhoeic  Ecyxema, 
Warts,   Molluscum   Contagiosum.— Lupus.— Eruptions 
of  Toxic  Origin  or  the  result  of  general  Microbic  Infec- 
tion.—Vaccinal  Eruptions,  Drug  Eruptions.— Affections 
of  Nervous  Origin.— Affections  of  Unknown  Ongm. 
—Psoriasis.— Pemphigus.— Lichen  Urticatus.— Alopecia. 
— Appendix  and  Formulae. 
(5)  Heart  Disease,  including  Thoracic  Aneurism. 
By    F.    J.    PoYNTON,    M.D.,    F.R.C.P.  Assistant 
Physician  to  University  College  Hospital,  and  late 
Sub-Dean   to   the   Medical   Faculty   of  University 
College;    Physician  to   Out-Patients,   the  Hospital 
for  Sick'  Children,  Great  Ormond  Street. 

Illustrated,  5/-  net. 

A  handbook  dealing  with  the  principles  of  physical 
examination,  investigation,  diagnosis,  prognosis  and 
treatment  of  the  more  important  diseases  of  the  heart, 
including  thoracic  aneurism.  The  aim  of  this  book  is 
to  provide,  within  moderate  compass,  a  gmde  to  the 
study  of  heart  disease,  and  clear  indications  for  practical 
treatment. 

(6)  Practical  Anaesthetics. 

By  H.  Edmund  G.  Boyle,  M.R.C.S.  Anaesthetist 

to  St.  Bartholomew's  Hospital,  etc. 

Illustrated,  5/-  net. 
Contents  :  General  Considerations. -Nitrous  Oxide.- 
Ether-Chloroform.-Ethyl  Chloride.-Mixtures  _  and 
Sequences.-The  Selection  of  the  Anaesthetic.-Position. 

(7)  Diseases  of  the  Male  Qenerative  Organs. 
By  Edred  M.  Corner,  M.C.  (Cantab.),  F.R.C.S 
Assistant    Surgeon,    St.    Thomas's    Hospital;  and 
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Senior  Assistant  Surgeon,  Great  Ormond  Street 
Hospital,  etc.  Illustrated,  S/-  net. 

Contents  :  Hydrocele,  its  various  varieties. — The  Devel- 
opment and  Descent  of  the  Testicle,  its  secretions. — 
The  Movable  Testicle. — The  Imperfectly  developed 
Testicle  and  its  Dangers. — ^The  Testicle  and  Injuries  to 
its  Blood  Supply. — Atrophy  and  Injuries  of  the  Testicle. 
— Torsion  of  the  Testicle  and  its  varieties. — Diseases 
of  the  Epididymis. — Functional  Affections ;  Sperma- 
torrhoea ;  Impotence  and  Sterility  :  their  Treatment. — 
The  Spermatic  Cord  and  its  Affections. — The  Vesiculae 
Seminales  and  their  diseases. — The  Prostate,  Urethritis 
and  Stricture. — ^Various  Affections  of  the  Penis. — The 
Scrotum. 

(8)  Diseases  of  the  Ear. 

By  Hunter  Tod,  M.B.,  F.R.C.S.  Aural  Surgeon 
to  the  London  Hospital,  etc.       Illustrated,  5/-  net. 

Contents  :  Diseases  of  the  Auricle. — Diseases  of  the 
Meatus  and  External  Ear. — Diseases  of  the  Tympanic 
Membrane. — Tests  for  Hearing  and  Methods  of  Inflation. 
— Catarrh  of  the  Middle  Ear. — Otosclerosis. — Inflamma- 
tion of  the  Ear. — Disease  of  the  Mastoid  Process. — 
Disease  of  the  Mastoid  Process,  developing  in  the  course 
of  a  Chronic  Middle  Ear  Suppuration. — Intracranial 
Diseases  of  Otitic  Origin. — Diseases  of  the  Internal 
Ear. — Tuberculosis  of  the  Ear,  Syphilis  and  Specific 
Fevers. 

(9)  Diseases  of  the  Nose  and  Throat. 

By  E.  B.  Waggett,  M.D.  (Cambridge).  Surgeon 
for  the  Throat  and  Ear  Department  of  the  Charing 
Cross  Hospital ;  Surgeon,  London  Throat  Hospital, 
and  Throat  and  Ear  Department  Great  Northern 
Hospital  and  Central  Hospital.     Illustrated,  5/-  net. 
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Contents  :  Anatomy  and  Physiology. — Examination. — 
Adenoids. — The  Adenoid  Face. — The  Vomerine  Crest. 
— Fracture  of  the  Nose  and  Operations  on  the  Septum. — 
Cauterisation  and  Operations  for  Nasal  Obstruction. 
Chronic  Rhinitis. — Atrophic  Rhinitis. — Polypi. — ^The 
Antrum  of  Highmore. — Frontal  and  Ethmoidal  Sup- 
puration.— Sphenoidal  and  Ethmoidal  Suppuration. — 
New  Growths  and  Neuroses. 


UNIFORM  WITH 

THE  OXFORD 
MEDICAL  MANUALS. 

Price  51-  net  each.    Postage  4d.  per  Volume  extra. 

Auscultation  and  Percussion,  with  the  other  me- 
thods of  Physical  Examination  of  the  Chest. 

By  Samuel  Jones  Gee,  M.D.,  F.R.C.P.  Honorary 
Physician  to  H.R.H.  the  Prince  of  Wales.  Con- 
sulting Physician  to  St.  Bartholomew's  Hospital,  etc. 
Fifth  Edition.  Price  5/-  7iet. 

"  It  will  remain  at  once  the  Standard  Authority  in  the 
sphere  in  which  it  deals,  and  a  striking  illustration  of  the 
methods  of  a  distinguished  Teacher  of  Clinical  Medicine." 

The  Lancet. 

Medical  Lectures  and  Clinical  Aphorisms. 

By  Samuel  Gee,  M.D.,  F.R.C.P.  Honorary 
Physician  to  H.R.H.  the  Prince  of  Wales  ;  Con- 
sulting Physician  to  St.  Bartholomew's  Hospital,  etc. 

5/-  net. 
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Contents:  The  History  of  a  case  of  Cerebral  Haem- 
orrhage.— The  Meaning  of  the  words  Coma  and 
Apoplexy. — Large  Heads  in  Children. — Aphasia. — The 
Meaning  of  the  word  Delirium. — Nervous  Atrophy 
(atrophia  vel  anorexia  nervosa). — Spinal  Myalgia. — The 
Causes  and  Forms  of  Bronchitis. — The  Nature  of  Pul- 
monary Emphysema. — The  Nature  of  Asthma. — Enlarged 
Spleen  in  Children. — Tubercular  Peritonitis. — ^The 
Signs  of  Acute  Peritoneal  Diseases. — Sects  in  Medicine. 
— Clinical  Aphorisms. 


Clinical  Lectures  and  Addresses  on  Surgery. 

By  C.  B.  LocKWOOD.  Surgeon  to  St.  Bartholomew's 
Hospital ;  late  Hunterian  Professor,  Royal  College 
of  Surgeons,  England  ;  late  Surgeon  to  the  Great 
Northern  Hospital.  Illustrated,  5/-  7iet. 

"  Whatever  Mr.  Lockwood  writes  every  thinking  surgeon 
is  compelled  to  read."    British  Medical  Journal. 

Contents  :  An  Introduction  to  the  Study  of  Clinical 
Surgery. — Clinical  Reasoning. — The  Course  of  Intra- 
abdominal Inflammation. — On  the  Recognition  and  Man- 
agement of  Intestinal  Obstruction. — The  Essentials  of  a 
Diagnosis. — Secondary  Infection  of  the  Lymphatic 
Glands  in  Malignant  Disease  of  the  Tongue. — Carcinoma 
of  the  Breast,  and  its  spread  into  the  Lymphatics. — 
Varicose  Veins.  Swelling  above,  below,  and  within  the 
Neck  of  the  Scrotum. — Swellings  above  and  below  the 
Neck  of  the  Scrotum. — particularly  Inguinal  Varicocele 
and  Hydrocele. — Exploratory  Laparotomy,  especially  in 
cases  of  Malignant  Disease. — Faecal  Leaks  and  Fistulae. 
— The  Immediate  Microscopical  Diagnosis  of  Tumours 
during  the  course  of  Operations. 
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A  Manual  oj  V enereal  Disease. 

By  Officers  of  the  Royal  Army  Medical  Corps. 

Illustrated,  5/-  net. 
Introduction  by  Tlie  Director-General  of  the  Army, 
Sir  Alfred  Keogh,  K.C.B.  History,  Statistics,  Invalid- 
ing, EflFect  in  Campaigns,  etc.,  Lieut.-Colonel  C.  H. 
Melville,  D.P.H.,  Secretary  to  the  Advisory  Board. 
Clinical  Pathology  and  Bacteriology,  Colonel  Leishmann, 
F.R.S.,  R.A.M.'C.  Clinical  Course  and  Treatment, 
Major  C.  E.  Pollock,  R.A.M.C. 

OTHER  OXFORD 

MEDICAL 
PUBLICATIONS. 

Functional  Nervous  Disorders  in  Childhood. 
By    Leonard    Guthrie,    M.D.,    F.R.C.P.  Senior 
Physician  to  Paddington  Green  Children's  Hospital ; 
Physician  to  the  Hospital  for  Paralysis  and  Epilepsy, 
Maida  Vale  ;  etc.  -,/5       .  post  free,  6d.  extra. 

Contents  :  Introduction. — Effects  of  Emotions  on 
Health. — Nervous  System  in  Childhood. — Types  of 
Neurotic  Subjects. — Development  of  Special  Senses.— 
The  Fears  of  Neurotic  Children.— Fretting  and  Home- 
Sickness.— Disorders  of  Sleep. —Moral  Failings —Mental 
and  Educational  Overstrain.— Circulatory  Disturbances. 
— Spasmodic  Asthma. — Enuresis,  Cyclical  Albuminuria, 
Cyclical  Pyrexia,  Cyclical  Vomiting.— On  Disorders 
xA.ssociated  with  Primary  Dentition.— Neuroses  Associated 
with  Rickets,  Convulsions,  Epilepsy.— Chorea.— The 
Tics.— Delayed  Walking.— Loss  of  Acquired  Walking 
Power.— Stammering  and  Other  Defects  of  Speech.— 
Idioglossia. 
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Operations  of  General  Practice. 

By  Edred  M.  Corner,  M.C.  (Cantab.),  F-R-C-S 
Assistant  Surgeon  to  St.  Thomas's  Hospital ;  Senior 
Assistant  Surgeon,  Hospital  for  Sick  Children,  Great 
Ormond  Street,  etc.  ;    and  Henry  Irving  Pinches, 
M.A.,  M.B. 

Over  175  Ilhistrations,  15/-  net;  post  free,  bd.  extra. 
The  details  of  the  many  lesser  operations  in  surgery, 
medicine,  gynaecology,  ophthalmology,  otology,  etc., 
which  a  medical  man  may  elect  to  perform,  have  been 
coUected  in  this  work.  As  the  large  textbooks  take  no 
notice  of  such  details  their  aggregation  into  one  book 
should  be  a  necessity  for  every  busy  general  practitioner. 
Many  illustrations  have  been  prepared  to  illustrate  the 
various  points  in  their  performance.  The  authors  have 
used  these  lesser  operations  to  indicate  the  general 
principles  which  alone  will  enable  a  man  to  practise 
surgery  successfully. 

Specimen  prospectus  sent  post  free  on  application. 

Enlargement  of  the  Prostate. 

By  CuTHBERT  Wallace,  M.S.,  F.R.C  S.  Assistant 
Surgeon  to  St.  Thomas's  Hospital,  etc. 

Fully  Illustrated,  12/6  net;  post  free,  6d.  extra. 
This  is  a  fuU  account  of  this  affection  and  its  various 
consequences.  The  author  first  deals  fully  with  our 
present  knowledge  of  the  anatomy,  physiology,  and 
pathology  of  the  prostate,  the  work  being  copiously 
illustrated  throughout  by  original  drawings  from  speci- 
mens and  photographs,  also  photomicrographs.  He 
then  treats  of  the  anatomical  characteristics  of  enlarge- 
ment and  its  results  direct  and  indirect.  The  various 
means  of  treatment  are  then  discussed,  the  more  recent 
operative  treatment  is  fully  described,  its  results  sum- 
marised, and  the  after  treatment  carefully  dealt  with. 
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The  work  is  a  complete  and  exluustive  monograph 
containing  over  150  illustrations  in  the  text  and  a 
coloured  plate. 

Contents  :  Surgical  Anatomy.— Experimental  Pathol- 
ogy.—Morbid  Anatomy.— Morbid  Histology.— Bacteri- 
ology.—Aetiology— Diagnosis.— Treatment.— Operative 
Treatment. — Prostatectomy.  Nature  of  the  Enuclea- 
tion Operation. — Carcinoma  of  the  Prostate. 


Physical  Diagnosis,  including  diseases  of  the 
Thoracic   and  Abdominal  Organs. 

A  manual  for  students  and  practitioners.  By  Egbert 
Le  Fevre,  M.D.,  Professor  of  Clinical  Medicine  in 
the  University  Medical  College,  New  York. 

Illustrated  with  102  engravings  and  16  plates,  lof-net; 
'post  free,  ^d.  extra. 

Contents  :  I.  Topographical  and  Relational  Anatomy 
of  the  Chest  and  Abdominal  Organs. — II.  The  Respira- 
tory System. —  Inspection  Palpation. —  Percussion. — 
Auscultation. — Changes  in  Disease  of  the  Respiratory 
System. — III.  The  Circulatory  System. — Inspection. — 
Palpation. —  Percussion.  —  Auscultation.  —  Diagnosis  of 
Diseases  of  the  Heart. — Diagnosis  of  Diseases  of  the 
Pericardium. — Diagnosis  of  Diseases  of  the  Blood  Vessels. 
— The  Abdominal  Organs. — Inspection.  Palpation. 
Percussion.  Auscultation.  Systematic  X-Ray  Examina- 
tion of  the  Chest  and  Abdomen. 

This  forms  a  thoroughly  practical  and  carefully  system- 
atised  account  of  the  more  usual  methods  of  examining 
the  chest  and  abdomen,  a  clear  description  of  the  changes 
in  various  diseases  is  given  and  the  text  is  very  fully 
'      illustrated  by  diagrams. 
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Cancer  of  the  Womb  :  its  Symptoms,  'Diagnosis, 
Prognosis,  and  Treatment. 

By  Frederick  J.  McCann,  M.D.  (Edin.)  Fellow 
of  the  Royal  College  of  Surgeons,  England.  Mem- 
ber of  the  Royal  College  of  Physicians,  London. 
Physician  to  the  Samaritan  Hospital  for  Women, 
London.  Lecturer  on  Gynaecology,  Medical  Gra- 
duates College  and  Polyclinic,  London. 

Fully  Illustrated,  20/-  net ;  fost  free,  6d.  extra. 
This  book  gives  a  concise  account  of  the  symptoms, 
diagnosis  and  treatment  of  cancer  of  the  womb,  and  is 
illustrated  by  a  large  series  of  plates  representing  the 
actual  specimens  removed  by  the  author.  Each  type 
of  cancer  as  it  occurs  in  the  womb  is  illustrated  by  a 
short  description  of  the  case,  and  a  plate  representing 
the  disease  which  has  been  removed.  As  the  book  is 
intended  for  the  use  of  general  practitioners,  as  well 
as  speciahsts,  a  full  description  is  given  of  the  differential 
diagnosis,  and  a  chapter  has  been  added  on  the  after 
treatment  of  vaginal  and  abdominal  operations  for 
uterine  cancer.  It  is  hoped  that  by  the  method  of 
description  adopted  in  the  text,  the  disease  may  be 
detected  in  its  early  stages. 

Contents  :  Anatomical  Introduction. — ^Etiology. — 
Cancer  of  the  Neck  and  Body  of  the  Womb.— Spreading 
of  Uterine  Cancer. — Diagnosis. — Microscopical  Ap- 
pearances and  Diagnosis— The  Surgical  Treatment  of 
Uterine  Cancer.— The  Value  of  Vaginal  Total  Extirpa- 
tion of  the  Cancerous  Uterus  and  the  Extended  Abdo- 
minal Operation.— The  Treatment  of  Inoperable 
•  Uterine  Cancer. — Sarcoma  Uteri.— Deciduoma  Malig- 
num. — Cases.— The  After-treatment  of  Operations  for 
Cancer  of  the  Womb. 
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Jl  Laboratory  Handbook  of  Bacteriology. 

By  Dr.  Rudolf  Abel.  Medical  Privy  Councillor, 
Berlin.  Translated  by  Dr.  M.  H.  Gordon,  M.A., 
M.D.,  Oxon.,  B.Sc. 

loth  Edition.    5/-  net;  post  free,  ^d.  extra. 

This  book,  which  has  already  reached  the  tenth  edition, 
is  the  standard  Laboratory  book  throughout  Germany, 
it  gives  a  complete  account  of  every  important  technical 
detail  which  is  in  practice  in  the  Bacteriological  Labora- 
tory. .  The  translator  has  added  those  methods  which 
in  his  own  large  experience  have  proved  of  value  in  the 
examination  of  air.  A  special  article  has  been  written 
by  Dr.  Houston  of  the  Metropolitan  Water  Board,  on 
the  examination  of  water  for  sewage  contamination. 
The  work  is  brought  up  to  date  by  an  account  of  the 
present  state  of  our  knowledge  with  regard  to  Opsinins. 


IN  ACTIVE  PREVA%ATION. 

Rotunda  Practical  Midwifery. 

By  Ernest  Hastings  Tweedy,  M;D.,  F.R.C.P.I. 
Master  of  the  Rotunda  Hospital,  Dublin ;  and  E.  M. 
Wrench,  M.iD.,  Assistant  Master. 

This  is  a  practical  book  on  midwifery,  embodying  the 
teachings  of  the  Rotunda  School.  It  contains  no 
pathology  or  mechanics  of  obstetrics  except  where 
either  is  essential  for  understanding  the  proposed  treat- 
ment. The  conduct  of  normal  labour  is  dealt  with, 
the  closest  attention  given  to  every  practical  detail, 
however  small,  and  all  possible  compUcations  are  treated 
in  the  same  way.  The  authors  devote  the  closest  atten- 
tion to  the  management  of  the  puerperal  state  and  the 
earliest  disorders  of  the  infant,  also  to  the  causes  and 


The  Oxford  Medical  Publications.  13 


immediate  treatment  of  fever  occurring  in  the  puer- 
perium.  The  work  is  illustrated  by  over  lOO  drawings 
and  original  photographs. 

Contents  :  The  Diagnosis  and  Care  of  Normal  Preg- 
nancy.—The  Management  of  the  Normal  Labour  and 
Normal  Puerperium  in  detail— Abnormal  Pregnancy 
from  the  Point  of  View  of  Treatment.— Abnormal 
Labour  and  its  Treatment  at  the  Rotunda— The 
Abnormal  Puerperium  with  accounts  of  Routine  Treat- 
jnent.— The  Care  of  the  New  Born  Infant. 

Cheap  Diets  in  Tuberculosis. 

By  Noel  D.  Bardswell,  M.D.,  Medical  Superin- 
tendent King  Edward  VII's  Sanatorium,  Midhurst, 
and  J.  E.  Chapman,  M.R.C.S. 

Diets  for  the  Working  Classes. 
By  the  same  Authors. 

Fevers  in  the  East. 

Their  Clinical  and  Microscopical  Differentiation,, 
including  the  Milroy  Lectures  on  Kala-Azar.  Major 
Leonard     Rogers,     LM.S.,     F.R.C.S.,  F.R.C.P., 

Professor  of  Pathology,  University  of  Calcutta. 
Fully  illustrated  with  coloured  plates. 

Life  Insurance  and  General  Practice. 

By  E.  M.  Brockbank,  M..D.,  F.R.C.P.  Assistant 
Physician  Manchester  Royal  Infirmary. 

Cr&co-Roman  Surgical  Instruments. 

By  John  Milne,  M.A.,  M.B.,  Aberdeen. 

%vo,  cloth,  fully  illustrated.. 
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A  SYSTEM  OF  SYPHILIS,  by  various  authors. 
Edited  by  D'Arcy  Power,  M.B.,  F.R.C.S.,  and  J. 
Keogh  Murphy,  M.C,  F.R.C.S.  Complete  in  Five 
Volumes. 

Introduction  :  Jonathan  Hutchinson,  F.R.C.S.,  F.R.S. 
History  :  Professor  Von  Block,  Berlin. 

Bacteriology :    Professor  Elias   Metchnikoff,  Paris. 
General  Pathology  : 

F.  W.  Andrewes,  M.D.,  F.R.C.P. 
The  Primary  Stage  in  the  Male  : 

Colonel  F.  J.  Lambkin,  R.A.M.C. 
The  Primary  Stage  in  the  Female  : 

A.  Shillitoe,  M.B.,  F.R.C.S. 
Visceral  Syphilis  : 

Professor  William  Osler,  F.R.S. 
Syphilis  of  the  Nervous  System  : 

F.  W.  MoTT,  F.R.S. 

Mental  Affections  of  Syphilis  : 

Charles  A.  Mercier,  M.D.,  F.R.C.P. 
Congenital  Syphilis  : 

G.  F.  Still,  M.D.,  F.R.C.p. 
Surgery  of  Syphilis  : 

D'Arcy  Power,  M.B.,  F.R.C.S. 

Syphilis  in  connection  with  Life  Insurance  : 

P.  H.  Pye  Smith,  M.D.,  F.R.C.P. 

Medico  Legal  Aspects  : 

Stanley  Atkinson,  M.B. 
Syphilis  in  connection  with  Obstetrics  and  Gynaecology  : 

W.  J.  Gow,  M.D.,  F.R.C.P. 

The  Eye  :         Devereux  Marshall,  F.R.C.S. 
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The  Nose  and  Throat  : 
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